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BOSTON  LANEH^RK;^  commission   Building  Infonaatioa  Form  Forta  No. _Area_ 


ADDRESS  321  A  Street 

NAME 

present 

MAP  No.  9^M-i.^ 

DATE     1904    


COR.   Summer  Street 


original 
SUB  AREA 


dat^   Plaque 


source 

ARCHITECT    Morton  D.  Safford   (probable) 

source 

BUILDER 

source 


OWNER   Boston  Wharf  Company 


original        present 
PHOTOGRAPHS ■^_jj    


rYPE  (residential)  single   double   row   2-fam.   3-deck   ten   apt, 
(non-residential)    warehouse 


jO.  OF  STORIES  (1st  to  cornice) 

^OOF     flat cupola_ 


plus 


dormers 


lATERIALS  (Frame)  clapboards  shingles  stucco  asphalt  asbestos  alum/vinyl 
(Other)  brick      stone  sandstone   concrete  ir8n/ steel/alum. 

JRIBf  DESCRIPTION 


"XTERIOR  ALTERATION   minor   moderate   drastic_ 

:ONDrTIOM^ood  fair  poor LOT  AREA_ 

fOTEWOrfHY  SITE  CHARACTERISTICS 


■l^i.a.0S5- 


sq.  feet 


-i,( 1  rr.T 


!l  SIGNIFICANCE  '  (cont'd  on  rev«^rse)     ■  yc^ 


i^mmmm 
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INVENTORY  FORM  CONTINUATION  SHEET  Form  No. _Area_ 

BOSTON  LANDMARKS  COMMISSION 


DESCRIPTION: 

321  A  Street  is  a  five-storey  warehouse  building  v\*iich  is 
free-standing  and  occupies  the  entirety  of  its  rectangular  lot. 
Constructed  of  red  brick  trimmed  with  sandstone,  the  building  rises  to 
a  flat  roof  framed  by  a  battlemented  brick  parapet.  The  facade  (west 
elevation)  is  divided  into  four  bays  by  brick  piers  of  varying  widths, 
while  the  north  and  south  elevations  extend  14  bays.  The  facade 
remains  substantially  intact;  the  main  entry,  located  in  the 
southernmost  bay  at  ground  level,  retains  the  original  double  doors 
beneath  a  paired  window.  Elsewhere  on  the  facade  each  bay  possesses  a 
single  masonry  opening  per  storey,  each  of  which  contains  two 
double-hung  sash.  A  corbelled  brick  belt  course  extends  across  the 
head  of  the  fifth  storey  beneath  a  sandstone  cornice. 


SIGNIFICANCE: 

Built  for  the  Boston  Wharf  Company  in  1904,  the  building  is  likely  to 
have  been  designed  by  Morton  D.  Safford,  the  firm's  staff  architect 
from  about  1893  to  1917.  The  building  was  constructed  for  use  as  a 
warehouse  and  is  typical  of  the  Boston  Wharf  Company  buildings  in  the 
Fort  Point  Channel  area. 
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BOSTON  LANDMARKS  COMMISSION   Building  InformatioQ  Form  Form  No. ^Area_ 


TYP 


ADDRESS  324  A  Street 
NAME 


COR.  Melcher  Street 


present 
MAP  No.  23N-13E 


original 
SUB  AREA 


DATE     ca.  1950-19  60 


source 

'    ARCHITECT 

' 

source 

^3    BUILDER 

1 

source 

1    OWNER 

1                        original 

present 

1    PHOTOGRAPHS 

3-28 

e-   row   2-fam.   3-deck   ten   apt. 


(non- residential) 


^0.  OF  STORIES  (1st  to  cornice) 

iOOF cupola 


plus 


dormers 


MATERIALS  (Frame)  clapboards  shingles  stucco  asphalt  asbestos  alum/vinyl 
(Other)  brick      stone concrete  ir8n/steel/alum. 


BRIEF  DESCRIPTION 


EXTERIOR  ALTERATION   minor   moderate   drastic_ 
CONDITION  good  fair  poor 


LOT  AREA 


3,nnn 


sq.  feet 


NOTEWORTHY  SITE  CHARACTERISTICS 


SIGNITICANCE  '(cont'd  on  reverse) 


e 


INVENTORY  FORM  CONTINUATION  SHEET  Form  No. Area_ 

BOSTON  LANDMARKS  COMMISSION 


DESCRIPTION: 

324  A  Street  is  a  modern  restaurant,  constructed  ca.  1950-1960. 
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BOSTON  LANDMARKS  C0^fl1ISSI0N   Building  Information  Form  Form  No. Area_ 


ADDRESS   326  A  Street COR .    Summer  Street 

NAME  


present 
MAP  No.   23N-13E 


original 
SUB  AREA 


DATE 

ca. 

1895 

visual 

source 

ARCHITECT  Morton 

D. 

Safford  (probable) 

source 

BUILDER 

source 

OWNER 

Boston 

Wli< 

irf  Company  (probable) 

ori 

ginal 

present 

PHOTOGRAPHS 

3- 

-29 

TYPE  (resident  .1)  single   double   row   2-fam.    3-deck   ten   apt. 
(non-residential)     warehouse      


MO.  OF  STORIES  (1st  to  cornice) 
^^F   flat 


plus 


cupola 


dormers 


MATERIALS  (Frame)  clapboards  shingles  stucco  asphalt  asbestos  alum/vinyl 
(Other)  brick       stone   granite   concrete  iron/*steel/alum. 

BRIEF  DESCRIPTION 


EXTERIOR  ALTERATION   minor   moderate   drastic 


CONDITION  good  fair  poor 


LOT  AREA 


14,689 


sq.  feet 


NOTEWORTHY  SITE  CHARACTERISTICS 


""""SIGNIFICANCE  (cont'd  on  reverse) 


"tee 
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INVENTORY  FORM  CONTINUATION  SHEET  Form  No. Area_ 

BOSTON  LANDMARKS  COMMISSION 


DESCRIPTION: 

326   A  Street  is  a  six-storey  warehouse  building  \4iich  stands  at 
the  intersection  of  A  and  Suimier  Streets  and  occupies  nearly  all  of 
its  irregular-shaped  lot.  Constructed  of  red  brick  triiraned  with 
granite  sills  and  imposts,  the  building  rises  to  a  flat  roof  framed  by 
a  brick  parapet  at  the  facade.  The  facade  (east  elevation)  is  divided 
into  four  equal  bays  by  brick  piers.  The  main  entry  is  located  at 
ground  level  in  the  northernmost  bay  and  consist  of  an  altered  doorway 
recessed  within  an  arched  openings  formed  by  radiating  bricks  resting 
on  granite  imposts.  Window  openin  gs  at  all  but  the  sixth  storey  are 
segmentlly  arched  and  contain  paired  windows. 


SIGNIFICANCE: 

Although  the  original  building  permit  does  not  exist,  it  is  likely 
that  the  building  was  constructed  for  the  Boston  Wharf  Company  (ca. 
1895)  and  designed  by  Morton  D.  Safford,  the  firm's  staff  architect 
from  about  1893  to  1917.  The  building  was  probably  constructed  for 
use  as  a  warehouse,  as  were  most  of  the  Boston  Wharf  Company  buildings 
in  the  Fort  Point  Channel. 
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BOSTON  LAOTMAg^*:  XOMMTQ^ 


ilding  Information  Form     Form  No. Area_ 


ADDRESS     313   Congress    StrssrCOR .    c^ippppr   9^T-Qp)- 
INAME  


present 
MAP  No.        24N-13E 
DATE  1887 


original 
SUB  AREA 


Building  Permi r 


source 

ARCHITECT  Morton  D.    Safford    (probable") 

source 


BUILDER 


source 


OWNER         Boston  Wharf   Company 


original 
PHOTOGRAPHS  1-26 


present 


TYPE  (residential)  single   double   row   2-fam.   3-deck   ten   apt. 
(non- residential) warehouse 


10.  OF  STORIES  (1st  to  cornice) 6_ 

AOOF flat cupola_ 


plus 


dormers 


MATERIALS  (Frame)  clapboards  shingles  stucco  asphalt  asbestos  aliun/vinyl 
(Other)  brick      stone concrete  ir8n/steel/alum. 

BRIEF  DESCRIPTION 


EXTERIOR  ALTERATION   minor   moderate   drastic 

CONDITION  good  fair  poor 

NOTEWORTHY  SITE  CHARACTERISTICS 


LOT  AREA    19,960 


sq.  feet 


w.w.w.w,vK 


'e.^os 


(cont'd  on  reverse) 


NEW  ENGLAND  TELEPHONE 
CO   GARAGE 


INVENTORY  FORM  CONTINUATION  SHEET  Form  No. ^Area 

BOSTON  LANDMARKS  COMMISSION 


DESCRIPTION: 

313  Congress  Street,  a  six-storey  warehouse  building,  is  a  free-standing 
structure  that  occupies  the  entirety  of  its  rectangular  lot.  Constructed  of 
red  brick  the  building  has  been  substantially  altered  by  the  addition  of  a 
wide  arched  entry  at  its  north  elevation  and  the  introduction  of  new 
fenestration. 


SIGNIFICANCE: 

313  Congress  Street  was  built  by  the  Boston  Wharf  Company  in  1887.  The 
building  permit  states  that  the  building  was  intended  as  a  warehouse.  An 
atlas  of  1892  shows  the  building  as  an  "Atlas  Store"  attached  to  large 
wooden  structures  along  the  channel.  Another  insurance  atlas  of  1934 
indicates  that  te  building  was  used  as  a  leather  warehouse,  occupied  by  the 
United  States  Leather  Company.  In  recent  years  the  building  has  been 
substantially  altered  for  office  use. 
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BOSTON  LANDMARKS  COMMISSION   Building  Inforaatioa  Form  Form  No. Area_ 


ADDRESS  337-351  Congress    COR .   a  <^r^>.^t 

Street 
NAME 


present 
MAP  No.    24N-13E 


original 
SUB  AREA 


DATE 

1887 

date  plaqiip 

source 

ARCHITECT 

Morton 

D.  Safford  (probable) 

source 

BUILDER 

source 

OWNER  Boston  Wharf 

Company 

(probable) 

original 

present 

PHOTOGRAPHS 

3-2 

TYPE  (residential)  single   double   row   2-fam.   3-deck   ten   apt, 
(non-residential)    warehouse 


TO.  OF  STORIES  (1st  to  cornice) i 

tOOF pitched cupola 


pmS  7  qmal  1 rhimncy  pi'poc;  ^n  ro< 

dormers 


MATERIALS  (Frame)  clapboards  shingles  stucco  asphalt  asbestos  alum/vinyl 


(Other)  brick 
BRIEF  DESCRIPTION 


stone  granite    concrete  ir5n/steel/alum. 


EXTERIOR  ALTERATION   minor   moderate   drastic_ 
CONDITION  good  fair  poor 


LOT  AREA 


15,823 


sq.  feet 


NOTEWORTHILSITE  CHARACTERISTICS 


( 


INVENTORY  FORM  CONTINUATION  SHEET  Form  No.       Area 


BOSTON  LANDMARKS  COMMISSION 


DESCRIPTION: 

337-351  Congress  Street,  a  six-storey  warehouse  building,  is  a  free-standing 
structure  which  occupies  the  entirety  of  its  rectangular  lot.  Constructed 
of  red  brick  triimied  with  granite  sills  an  belt  courses,  the  building  rises 
to  a  flat  roof.  The  facade  (north  elevation)  is  divided  into  16  symmetrical 
bays  above  the  first  storey.  Above  the  partially  exposed  basement,  the 
first  storey  is  composed  asymmetrically  and  possesses  two  large  arched 
entries  decorated  with  achivolts  and  brickwork  in  a  basketweave  pattern.  A 
smaller  arched  opening  has  been  added  at  the  west  end  of  the  facade. 
Elsewhere  on  the  facade,  each  bay  contains  one  window  opening  per  storey. 
Window  openings  are  topped  by  segmental  brick  arches  at  all  storeys  except 
the  first  and  sixth  where  sandstone  lintels  exist.  All  windows  are  aluminum 
replacements.  A  corbelled  brick  cornice  exends  across  the  facade  above  the 
sixth  storey. 


SIGNIFICANCE: 

337-351  built  by  the  Boston  Wharf  Company  in  1887.  The  building  was 
constructed  for  use  as  a  warehouse  and  for  many  years  was  occupied  as  a  belt 
factory.  In  recent  years  it  has  been  renovated  as  office  space.  337-351 
Congress  Street  is  typical  of  the  Boston  Wharf  Company's  buildings  in  its 
design  and  use  of  materials.  The  building,  like  many  on  Congress  Street,  is 
free-standing . 


ing  lafonnation  Form  Form  No. Area 

ADDRESS  343  Congress  Street  COR . 

NAME 


present 
MAP  No.   24N-13E 


original 
SUB  AREA 


DATE    1^ 

i8b 

;  1936 

Building 

Permits 

source 

ARCHITECT 

Bradlee, 

V/inslow 

&  Wetherell 

source 

BUILDER 

source 

OWNER 

original 

present 

PHOTOGRAPHS 

1-37 

(non- residential) 

jNO.  OF  STORIES  (1st  to  cornice) 


Be  ,  row   2-fam.   3-deck   ten   apt, 

table  *^ 


plus 


iOOF 


cupola 


dormers 


MATERIALS  (Frame)  clapboards  shingles  stucco  asphalt  asbestos  alum/vinyl 
(Other)  brick      stone   granite  &  concrete  ir<Jn/ steel/ alum. 

sandstone 
BRIEF  DESCRIPTION 


EXTERIOR  ALTERATION   minor   moderate   drastic 
CONDITION  good  fair  poor 


LOT  AREA  33.838 


sq.  feet 


NOTEWORTHY  SITE  CHARACTERISTICS 


(cont'd  on  reverse) 


INVENTORY  FORM  CONTINUATION  SHEET  Form  No. ^Area_ 

BOSTON  LANDMARKS  COMMISSION 


DESCRIPTION: 

343  Congress  Street,  a  four-storey  brick  building,  is  a  free-standing 
structure  that  covers  the  entirety  of  its  rectangular  lot.  Set  on  a  narrow 
granite  base,  the  building  is  constructed  of  red  brick  trimmed  with 
brownstone  sills  and  rises  to  a  flat  roof  framed  by  a  pedimented  parapet. 
The  facade  (north  elevation)  is  arranged  symmetrically  above  the  first 
storey.  The  first  storey  has  been  substantially  altered  by  the  alteration 
of  openings  and  the  blocking  of  several  windows  with  brick.  Original  arched 
windows  with  fanlights  remain  in  some  of  the  first  storey  openings  as  do 
multi-paned  tripartite  windows.  Fenestration  at  the  upper  storeys  varies 
between  segmental ly  arched  tripartite  windows,  round  arch  windows  and 
standard  double-hung  windows  set  in  masonry  openings.  Corbelled  brick 
cornices  exist  at  the  heads  of  the  third  and  fourth  storeys.  The  fourth 
storey  appears  to  have  been  added  {ca.   1936) . 


SIGNIFICANCE: 

According  to  building  permits,  a  three  storey  brick  stable  was  constructed 
on  the  site  in  1898.  This  stable  was  designed  for  the  American  Express 
Conpany  by  architects  Bradlee,  Winslow  &  Wetherell;  the  existing  first, 
second  and  third  storeys  may  be  the  remains  of  the  stable.  In  1936,  the 
entire  interior  of  the  building  was  gutted  and  replaced  with  a  new  concrete 
and  steel  interior  structure;  in  the  same  year,  the  roof  was  removed  "to 
prepare  for  major  alterations".  It  appears  that  the  major  alteration 
refered  to  included  the  addition  of  the  existing  fourth  storey.  In  1936  the 
building  was  occupied  by  the  Railway  Express  Agency  who  used  the  building  as 
a  garage  for  the  storage  of  gasoline  and  trucks.  It  is  unclear  if  the 
building  was  owned  by  the  Boston  Wharf  Company  and  leased  to  the  Express 
Company  or  if  the  Express  Company  owned  the  property.  343  Congress  Street 
is  an  anomaly  in  the  Fort  Point  Channel  area  for  its  original  use  and  its 
stout  elevations. 
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BOSTON  LANDMARKS  COMMISSION   Building  laformatioa  Form  Form  No. Area_ 


ADDRESS  355-357  Congress 

COR. 

Street 
NAME  Stuart's  Rest. /Bar 

present 

MAP  No.    24N-13E 

original 

SUB  AREA 

DATE 

visua 

A  Street 


source 

ARCHITECT 

Morton  D. 

Safford 

source 

BUILDER 

source 


OWNER    Boston  Wharf  Company    

original        present 

PHOTOGRAPHS    3-3 


TYPE  (residential)  single   double   row   2-fam.   3-deck   ten   apt, 
(non-residential)     warehouse 


,N0.  OF  STORIES  (1st  to  cornice) 


plus 


^OOF 


pitched 


cupola 


dormers 


MATERIALS  (Frame)  clapboards  shingles  stucco  asphalt  asbestos  alum/vinyl 
(Other)  brick      stone  granite concrete  ir6n/steel/alum. 

BRIEF  DESCRIPTION 


EXTERIOR  ALTERATION   minor   moderate   drastic_ 
CONDITION  good  fair  poor 


LOT  AREA 


S^2AL 


sq.  feet 


NOTEWORTHY^SITE  CHARACTERISTICS 


(JNI'iCAN^  '(cint'd  on  reverse) 


t^ 


( 


INVENTORY  FORM  CONTINUATION  SHEET  Form  No.        Area 


BOSTON  LANDMARKS  COMMISSION 


DESCRIPTION: 

The  building  at  355-357  Congress  Street  is  a  five-storey  free-standing 
warehouse  building.   Constructed  of  red  brick,  the  building  rises  to  a 
pitched  roof.   The  first  storey  has  been  completely  reconstructed  creating  a 
corner  entry.   Upper  storey  windows  are  set  within  segmentally  arched 
openings.   The  brickwork  has  been  altered  and  repointed  in  numerous  areas. 


SIGNIFICANCE: 

Constructed  in  1887  by  the  Boston  Wharf  Company,  the  building  was  first 
occupied  by  the  Tremont  Electric  Lighting  Company.   The  company's  machine 
shop  on  the  first  floor  turned  out  electric  meters  and  motors  "of  any  size 
and  for  all  purposes",  while  the  lamp  department  on  the  second  floor 
produced  incandescent  lamps  from  "one  to  100  candlepower". 
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BOSTON  LANDMARKS  COMMISSION   Building  Information  Form  Form  No. Area_ 


If^nr"  f^ 


ADDRESS  369-375   Congress  COR .     Srillinoc,   ^t.^^^ 

Street 


present 

No.      24N-14E 


original 
SUB  AREA 


TE        191i 


datp   plaqi.n 


source 

>    iRCHITECT       Howard   B.    Presr.nrr      BnilHing   Permit 

source 

ILDER 

source 


Boston   Wliarf    Company 


original 
OTOGRAPHS      2-0 


present 


TYPE  (residential)  single   double  ■  row   2-fam.   3-deck   ten   apt. 
(non- residential) warehouse  


^0.  OF  STORIES  (1st  to  cornice) 
.iOOF     flat 


plus 


cupola 


dormers 


MATERIALS  (Frame)  clapboards  shingles  stucco  asphalt  asbestos  alum/vinyl 
(Other)  brick      stone concrete  irdn/steel/alum. 


BRIEF  DESCRIPTION 


EXTERIOR  ALTERATION   minor   moderate   drastic 
CONDITION  good  fair  poor 


LOT  AREA 


7,225 


sq.  feet 


NOTEWORTHY  SITE  CHARACTERISTICS 


( 


INVENTORY  FORM  CONTINUATION  SHEET  Form  No, Area 

BOSTON  LANDMARKS  COMMISSION 


DESCRIPTION: 

369-375  Congress  Street  is  an  eight-storey  warehouse  building  which  is 
rectangular  in  plan  and  free-standing.  Constructed  of  concrete,  the 
building  rises  to  a  flat  roof  framed  by  a  battlemented  parapet.  At  the 
facade  (north  elevation)  the  first  storey  has  been  substantially  altered 
with  the  blocking  of  loading  bays  and  the  replacement  of  the  main  entry 
(westernmost  bay)  with  an  aluminum  and  glass  entry.  Above  the  first  storey, 
the  building  is  divided  into  five  unequal  bays  by  concrete  piers  which  have 
been  painted.  Between  each  storey,  decorative  brick  panels  have  been 
painted  white.  Each  bay  contains  a  sigle  wide  masonry  opening  at  each 
storey,  all  of  which  (except  at  the  eighth  storey)  were  infilled  with  glass 
block  in  1947. 


SIGNIFICANCE: 

369-375  Congress  Street  was  built  by  the  Boston  Wharf  Company  in  1918  and 
designed  by  Morton  D.  Safford,  the  firm's  staff  architect  from  about  1917  to 
1939.  The  building  was  constructed  as  a  wool  warehouse  and  remained  as  such 
until  about  1950.  In  the  1950s,  the  building  was  occupied  by  the 
Metropolitan  Lithographers  &  Publishing  Company.  369-375  Congress  Street  is 
unusual  among  the  Boston  Wharf  Company  buildings  in  the  Fort  Point  Channel 
area  in  its  use  of  concrete  as  the  primary  building  material. 
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BOSTON  LANDMARKS  COMMISSION   Building  Information  Form  Form  No. ^Area_ 


Street 
ADDRESS  381-389  Congress    COR .    Stillines  S^rpp^ 


NAME 


present 

MAP  No.   24N-14E 
DATE iQn? 


original 
SUB  AREA 


date  plaque 


source 


ARCHITECT      Morton  D.  Safford Building  Perml t 

source 


BUILDER 


source 


OWNER   Boston  Wharf  Company 


original        present 
PHOTOGRAPHS         2-1 


TYPE  (residential)  single   double   row   2-fam.   3-deck   ten   apt. 
(non-residential) warehouse 


JJO.  OF  STORIES  (1st  to  cornice) 


plus 


lOOF 


cupola 


dormers 


MATERIALS  (Frame)  clapboards  shingles  stucco  asphalt  asbestos  alum/vinyl 
(Other)  brick  yellowstone  sandstone   concrete  ir6n/steel/aluin. 

BRIEF  DESCRIPTION 


EXTERIOR  ALTERATION   minor   moderate   drastic_ 
CONDITION  good  fair  poor ^LOT  AREA_ 


9,445 


sq.  feet 


NOTEWORTHY  SITE  CHARACTERISTICS 


( 


INVENTORY  FORM  CONTINUATION  SHEET  Form  No. Area 

BOSTON  LANDMARKS  COMMISSION 


DESCRIPTION: 

381-389  Congress  Street  is  a  six-storey  free-standing  warehouse  building 
which  occupies  the  entirety  of  its  rectangular  lot.  The  facade  (north 
elevation)  and  northern  three  bays  at  the  side  elevations  are  constructed  of 
yellow  brick  trimmed  with  sandstone  keystones,  sill,  lintels  and  imposts, 
while  the  remainder  of  the  building  is  faced  with  red  brick.  At  the  facade 
(north  elevation)  the  first  storey  possess  eight  storefront  bays  (two  of 
v^ich  have  been  converted  to  a  loading  dock)  flanking  a  central  arched 
entry;  most  of  the  storefronts  retain  their  original  wood  and  glass  shop 
windows.  The  main  entry  contains  a  modem  aluminum  and  glass  door.  Above 
the  first  storey,  the  building  is  divided  into  12  bays  by  brick  piers  which 
rise  to  form  arched  openings  above  the  fifth  storey  windows.  Many  of  the 
building's  original  1/1,  2/2,  and  3/3  wooden  sash  renain.  The  sixth  storey 
was  added  in  1954. 


SIGNIFICANCE: 

Built  by  the  Boston  Wharf  Company  in  1907  and  designed  by  Morton  D.  Safford, 
the  firm's  staff  architect  from  about  1893  to  1917,  the  building  has  been 
part  of  the  Company's  extensive  property  from  its  construction  to  the 
present.  Constructed  as  warehouse,  the  building's  3rd  and  4th  storeys  were 
used  for  grocery  storage.  By  1934  the  building  was  occupied  by  the  Colonial 
Can  Company  who  manufactured  cans  there.  The  building  is  typical  in  size, 
design  and  use  of  materials  of  the  Wharf  Company  building's  in  the  Fort 
Point  Channel  area. 


BOSTON  LANDMARKS  COMMISSION   Building  Informatioa  Fonn  Fonn  No. Area_ 


'*  '^i^rj^ 


ADDRESS   316  Congress  StreetCOR .   Sleeper  Strpp^ 
NAME 


n'   M-  ^ 


source 

Miller  &  Ladd  (carpenters) 

BUILDER Goonh  ^  Pray  (ma^nn<:^\  Buildinp  Pprmi  r 

source 


OWNER    Boston  Wharf   Company 


original 
PHOTOGRAPHS      1-25 


present 


(non- residential J 
^0.  OF  STORIES  (1st  to  cornice) 


row   2-fain.   3-deck   ten   apt. 


warehouse 


plus 


^OOF 


flat 


_cupola_ 


dormers 


MATERIALS  (Frame)  clapboards  shingles  stucco  asphalt  asbestos  alum/vinyl 
(Other)  brick      stone concrete  iron/steel/alum. 


BRIEF  DESCRIPTION 


EXTERIOR  ALTERATION   minor   moderate   drastic_ 
CONDITION  good  fair  poor 


1973 


LOT  AREA 


sq.  feet 


NOTEWORTHY  SITE  CHARACTERISTICS 


(cont'd  on  reverse) 


1  I   I         I    l—m-i     I 1     |- 


33.838 


NEW  ENGLAND  TELEPHONE 
CO   GARAGE 


INVENTORY  FORM  CONTINUATION  SHEET  Form  No. Area_ 

BOSTON  LANDMARKS  COMMISSION 


DESCRIPTION: 

316  Congress  Street  is  a  six-storey  warehouse  building  v*iich  has  been 
considerably  altered  since  its  construction  in  ca.  1888.  Constructed  of 
brick,  the  building  rises  to  a  flat  roof.  Fenestration  is  asymmetrical  with 
window  openings  being  trimmed  with  rock- face  granite  sills  and  lintels. 
Original  sash  have  been  replaced  with  aluminum  sash. 


SIGNIFICANCE: 

316  Congress  Street  was  built  by  the  Boston  Wharf  Company  in  ca.  1888  and 
designed  by  Morton  D.  Safford,  the  firm's  staff  architect  from  about  1893  to 
1917.  The  building  was  erected  by  masons  Gooch  &  Pray  and  carpenters  Miller 
&  Ladd  for  use  as  the  New  Haven  Terminal  Stores.  In  1973  the  building  was 
converted  to  a  wholesale  home  furnishing  showroom  and  najor  alteration  was 
undertaken. 


BOSTON  LANDMARKS  COMMISSION   Building  Information  Form  Form  No. ^Area_ 


^^"■■^  Street 

ADDRESS  320-324  Congress    COR.   Sleeper  Street 


NAME 


present 
MAP  No.    24N-13E 

DATE     1928 


original 

SUB  AREA 


Building  Permir 


source 


a  a  313111 


ARCHITECT_ 
BUILDER 


Howard  B.  Prescott  (probable) 
source 


source 


.  OWNER    Boston  Wharf  Company  (probable) 
"         original        present 


-j^^    i  PHOTOGRAPHS_ 


1-27 


TYPE  (residential)  single   double   row   2-fam.   3-deck   ten   apt. 
(non-residential)  warehouse 


.NO.  OF  STORIES  (1st  to  cornice) 


plus 


.iOOF      flat 


cupola 


dormers 


MATERIALS  (Frame)  clapboards  shingles  stucco  asphalt  asbestos  alum/vinyl 
(Other)  brick      stone concrete  irftn/steel/alum. 

BRIEF  DESCRIPTION 


EXTERIOR  ALTERATION   minor   moderate   drastic_ 
CONDITION  good  fair  poor 


LOT  AREA 


8.000 


NOTEWORTHY  SITE  CHARACTERISTICS 


WMMm 


^m 


6500 


WMmt 


sq.    feet 


(cont'd  on  reverse) 


■ro  1?;      i>.    IM   »l    llu'iu    114   iij  f 


~i}i  \n 


l?J05 


"^    ■     I ' 


XI 


i3,8ja 


NEW     ENGLAND      TELEPHONE 
CO        GARAGE 


INVENTORY  FORM  CONTINUATION  SHEET  Form  No.  ^Area 


BOSTON  LANDMARKS  COMMISSION 


DESCRIPTION: 

320-324  Congress  Street  is  a  six-storey  warehouse  building  (with  a  seventh 
storey  addition,  1984)  which  has  recently  been  rehabilitated,  resulting  in 
the  removal  of  its  original  sash  and  entry  and  complete  remodelling  of  the 
interior . 


SIGNIFICANCE: 

Although  the  original  permit  for  the  construction  of  the  building  does  not 
give  the  owner's  name,  it  is  likely  that  it  was  built  for  the  Boston  Wharf 
Company  and  designed  by  Howard  B.  Prescott,  the  firm's  staff  architect  from 
1917  to  1939.  Constructed  as  a  warehouse,  the  building  was  first  used  to 
store  furniture.  It  was  used  as  a  warehouse  until  about  1983  v^en  it  was 
converted  to  office,  retail  and  apartments  use. 


BOSTON  LANDMARKS  COMMISSION   Building  Infonnation  Form  Fonn  No. Area 


Street 
ADDRESS  326-330  Congress    COR .  Sleeper  Street 


Jr  NAME 


t  ,  preseat 

-  MAP  No.  24N-13E 


original 
SUB  AREA 


1 


1    1    ■    1    ■ 


UPiiL     18«a 

Bui Iding 

Permi r 

source 

ARCHITECT   Morton  D. 

Safford     Build 

Lng 

Permi  r 

source 

BUILDER 

source 

OWNER   Boston  Wharf  ( 

Company  (probable) 

original 

present 

PHOTOGRAPHS     i_28 

TYPE  (residential)  single   double   row   2-fam.   3-deck   ten   apt. 
(non- residential) mamifarmring 


NO.  OF  STORIES  (1st  to  cornice) ^ 


plus 


^OOF 


flat 


cupola 


dormers 


MATERIALS  (Frame)  clapboards  shingles  stucco  asphalt  asbestos  alum/vinyl 

(Other)  brick      stone  brownstone  concrete  irdn/steel/alum.    terra  cotta 

BRIEF  DESCRIPTION 


EXTERIOR  ALTERATION   minor   moderate   drastic_ 
CONDITION  good  fair  poor LOT  AREA 


6,500 


sq.  feet 


NOTEWORTHY  SITE  CHARACTERISTICS 


(cont'd  on  reverse) 


|^.^c^5 


-I  I  I    I  (—'TT-i 


SZ. 


MEW  ENGLAND  TELEPHONE 
CO   GARiGE 


INVENTORY  FORM  CONTINUATION  SHEET  Form  No. ^Area_ 

BOSTON  LANDMARKS  COMMISSION 


DESCRIPTION: 

326-330  Congress  Street  is  a  six-storey  manufacturing/warehouse  building 
which  stands  in  the  middle  of  a  row  of  similar  buildings  and  occupies  the 
entirety  of  its  rectangular  lot.  Constructed  of  buff-colored  brick  trimmed 
with  rock- face  granite,  the  building  rises  to  a  flat  roof.  At  the  facade 
(south)  elevation,  the  first  storey  contains  contemporary  storefronts  (1983) 
set  within  fluted  cast-iron  piers,  which  appear  to  be  original  to  the 
building.  The  easternmost  bay  is  slightly  wider  than  the  rest  and  is  framed 
by  brick  piers;  this  openings  was  created  in  1928  when  a  receiving  door  was 
added  here.  The  upper  storeys  are  divided  into  five  bays  v^ich  contain  one 
window  opening  per  storey.  Original  sash  have  been  replaced  by  aluminum 
sash.  A  corbelled  brick  cornice  extends  across  the  bulling  above  the  sixth 
storey. 


SIGNIFICANCE: 

Although  the  original  building  permit  for  326  Congress  Street  does  not  state 
the  Boston  Wharf  Company  as  the  owner,  it  does  give  Morton  D.  Safford,  the 
Company's  staff  architect  from  about  1893  to  1917,  as  its  designer.  The 
permit  indicates  that  the  building  was  to  be  used  for  manufacturing  but  the 
earliest  insurance  atlas  calls  it  a  wool  warehouse.  In  1983,  the  building 
was  converted  to  office  space.  The  building  is  typical  in  its  design,  size 
and  use  of  materials  of  the  Boston  Wharf  Company's  buildings  in  the  Fort 
Point  Channel  area  and  is  one  of  many  that  have  been  converted  to  office 
use. 


BOSTON  LANDMARKS  COMMISSION   Building  Information  Fonn  Form  No. ^Area_ 
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Street 
ADDRESS  332-3-.ft  rnngrp^c;    COR .  Farnsworth  SrrPPf 

NAME 


present 

MAP  No.  24N-13E 


original 
SUB  AREA 


DATE                 1891 

dpi  fp     pi  ; 

qiip 

source 

ARCHITECT             Morton 

D 

Safford      Rin 

1  d  1  n  cr 

Ppttt 

i  r 

source 

BUILDER 

source 

OWNER             Rnc^fon     I»fh.r-f 

rnmnariTr 

original 

present 

PHOTOGRAPHS 

1- 

■29 

TYPE  (residential)  single   double   row   2-fam.   3-deck   ten   apt. 
(non- residential) manufacturing 


NO.  OF  STORIES  (1st  to  cornice) 

lOOF flat cupola 


plus 


dormers 


MATERIALS  (Frame)  clapboards  shingles  stucco  asphalt  asbestos  alum/vinyl 
(Other)  brick  buff  stone concrete  ir6n/steel/alum. 

BRIEF  DESCRIPTION 


EXTERIOR  ALTERATION   minor   moderate   drastic_ 
CONDITION  good  fair  poor LOT  AREA_ 


6,035 


sq.  feet 


NOTEWORTHY  SITE  CHARACTERISTICS 


(cont'd  on  reverse) 


CONGRESS 


(T^. — '^^~;;:xi_[^zi 


l?,705 


S3, 838 


NEW  ENGLAND   TELEPHONE 
CO   GARAGE 


INVENTORY  FORM  CONTINUATION  SHEET  Form  No.       Area 


BOSTON  LANDMARKS  COMMISSION 


DESCRIPTION: 

332-336  Congress  Street  is  a  six-storey  manufacturing  building  standing  at 
the  end  of  a  row  of  similar  building;  its  east  elevation  was  originally  a 
party  wall  with  a  neighboring  building  which  has  since  been  demolished. 
Occupying  the  entirety  of  its  rectangular  lot,  the  building  is  constructed 
of  buff-colored  brick  and  continuous  cast  iron  columns  and  lintels  and  rises 
to  a  flat  roof.  At  the  facade  (south  elevation)  the  first  storey  is  divided 
into  four  storefronts  flanking  a  wide  central  entry  bay;  storefronts  are 
separated  by  fluted  cast  iron  columns  v^ich  support  a  cast-iron  entablature. 
The  upper  storeys  are  divided  into  six  bays  by  fluted  iron  columns  and  each 
storey  by  continuous  bands  of  iron  lintels.  Each  bay  contains  paired 
double-hung  windows  at  each  storey.  Above  the  sixth  storey,  a  corbelled 
brick  cornice  extends  across  the  building. 


SIGNIFICANCE: 

Built  for  the  Boston  Wharf  Company  in  1891  and  designed  by  Morton  D. 
Safford,  the  firm's  staff  architect  from  about  1893  to  1917,  the  building 
has  been  a  part  of  the  Company's  extensive  property  from  its  construction  to 
the  present.  The  building  was  constructed  for  use  in  manufacturing  and  was 
presumably  used  as  such  until  it  was  vacated  about  1930.  The  building  was 
again  occupied  in  the  1940s  although  it  is  unclear  for  what  use.  In  1961  a 
bridge  was  constructed  at  the  rear  of  the  building  conecting  it  with  t±ie 
building  at  12  Farnsworth  Street.  332-336  Congress  Street  is  unusual  among 
the  Boston  Wharf  Company's  buildings  in  its  extensive  use  of  cast-iron  as  a 
primary  building  material. 


BOSTON  LANDMARKS  COMMISSION   Building  InfonnatioQ  Form  Form  No. Area_ 


Street 
ADDRESS  344-346  Congress    COR .   Farnsworth  <=,^y-^c 


NAME  Boston  Fire  Museum Engine  House 

present         original 


MAP  No.    34N-13E 


SUB  AREA 


DATE     1890 

Building 

Permit 

source 

ARCHITECT 

"City  Arc 
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source 

BUILDER 

source 

OWNER  n-t-v 

of  Rnc;rnn 

Same 

original 

present 

PHOTOGRAPHS 

1-30 

TYPE  (residential)  single   double   row   2-fam.   3-deck   ten   apt, 
(non- residential) Fire  House 


NO.  OF  STORIES  (1st  to  cornice) 


2'i 


plus 


lOOF pitched 


cupola 


dormers 


MATERIALS  (Frame)  clapboards  shingles  stucco  asphalt  asbestos  alum/vinyl 
(Other)  brick  buff  stone  granite    concrete  irfln/steel/alum. 

BRIEF  DESCRIPTION 


EXTERIOR  ALTERATION   minor   moderate   drastic 


CONDITION  good  fair  poor 


LOT  AREA   4,000 


NOTEWORTHY  SITE  CHARACTERISTICS 


sq.  feet 


INVENTORY  FORM  CONTINUATION  SHEET  Form  No.       Area 


BOSTON  LANDMARKS  COMMISSION 


DESCRIPTION: 

344-346  Congress  Street  is  a  three-storey  free-standing  engine  house  located 
on  the  corner  of  Congress  and  Farnsworth  Streets.  Constructed  of 
buff -colored  brick  trinuned  with  granite,  the  building  rises  to  a  pitched 
roof  which  is  framed  by  a  stepped  brick  parapet.  At  the  facade  (south 
elevation)  the  first  storey  contains  two  wide  engine  entrances  which  are 
separted  by  stout  rusticated  granite  piers  supporting  a  granite  entablature. 
The  second  storey  possesses  four  symmetrically  placed  window  openings  which 
contain  2/2  sash  beneath  multi-paned  transoms.  Above  the  second  storey,  a 
granite  cornice  with  modil lions  extends  across  the  facade.  At  the  third 
storey,  a  central  pedimented  pavilion  contains  two  window  openings  (8/8) . 
Fenestration  at  the  west  elevation  is  asymmetrical  with  window  and  door 
openings  being  trimmed  with  dressed  granite  sills  and  lintels.  The  east 
elevation  was  originally  a  party  wall  with  a  neighboring  building. 


SIGNIFICANCE: 

Built  by  the  City  of  Boston  in  1890  and  designed  by  the  City  Architect,  the 
building  was  constructed  for  use  as  an  engine  house.  It  has  been  altered 
very  little  from  its  original  design  and  today  is  the  home  of  the  Boston 
Fire  Museum.  The  building  is  an  anomaly  in  the  Fort  Point  Channel  area. 


BOSTON  LANDMARKS  COMMISSION   Building  Inforraatioa  Form  Form  No. Area_ 


ADDRESS  348  Congress  Street  COR .  Trarngi.;nr-i-h  Qf, 
NAME 


present 

MAP  No.   24N-13K 


original 
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source 
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original 
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PHOTOGRAPHS      1- 

32 

TYPE  (residential)  single   double   row   2-fam.   3-deck   ten   apt. 
(non- residential) light  manufamiring 


NO.  OF  STORIES  (1st  to  cornice) 


plus 


.?00F 


flat 


cupola 


dormers 


MATERIALS  (Frame)  clapboards  shingles  stucco  asphalt  asbestos  alum/vinyl 
(Other)  brick      stone  granite    concrete  irfin/steel/alum. 

BRIEF  DESCRIPTION 


ta 


EXTERIOR  ALTERATION   minor   moderate   drastic 


CONDITION  good  fair  poor 


LOT  AREA   7.500 


NOTEWORTHY  SITE  CHARACTERISTICS 


sq.    feet 


SNl|[lCAN(^  '(cmt'd  on  reverse) 


INVENTORY  FORM  CONTINUATION  SHEET  Form  No,       Area 


BOSTON  LANDMARKS  COMMISSION 


DESCRIPTION: 

348  Congress  Street  is  a  five-storey  manufacturing/warehouse  building  which 
stands  at  the  west  end  of  a  row  of  similar  buildings  and  occupies  the 
entirety  of  its  rectangular  lot.  Constructed  of  Pompeian  brick  trimmed  with 
granite  and  terra  cotta,  the  building  rises  to  a  flat  roof.  At  the  facade, 
the  first  storey  is  divided  into  four  unequal  bays,  the  westernmost  of  which 
contains  the  main  entry  while  the  others  contain  storefronts.  The  original 
wood-frame  storefront  remain  in  place.  The  main  entry  is  recessed  within  an 
arched  opening  and  contains  modern  aluminum  and  glass  doors.  The  upper 
storeys  are  divided  into  11  asymmetrical  bays,  each  of  v^ich  contains  one 
window  opening  per  storey.  Window  openings  at  the  second  and  third  storeys 
are  ornamented  with  large  keystones  in  the  form  of  consoles.  Windows  at  the 
fifth  storey  are  arched.  Above  the  fifth  storey,  an  ornate  pressed  metal 
cornice  extends  across  the  building. 


SIGNIFICANCE: 

Built  by  the  Boston  Wharf  Company  in  1894  and  designed  by  Morton  D.  Safford, 
the  firm's  staff  architect  from  about  1893  to  1917,  the  building  has  been  a 
part  of  the  Company's  extensive  property  from  its  construction  to  the 
present.  Although  the  original  building  permit  states  that  the  building  was 
constructed  for  use  in  light  manufacturing,  the  earliest  atlases  show  that 
it  was  used  as  a  chemical  warehouse.  By  1934  the  builSing  was  used  by  a 
wholesale  glassware  operation  and  furniture  repair  outfit.  The  building  is 
typical  among  the  Boston  Wharf  Company  Buildings  in  the  Fort  Point  Channel 
area  in  its  size  and  design,  but  is  one  of  the  only  building  in  which 
Pompeian  brick  was  used. 


BOSTON  LANDMARKS  COMMISSION   Building  Information  Form  Form  No. Area_ 
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ADDRESS  354-358  Congress    COR .  Pittsburah  Street 
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present 

MAP  No.  24N-13E 


original 
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-35 

TYPE  (residential)  single-   double   row   2-fam.   3-deck   ten   apt. 
(non- residential) storaee  &  manufarMiring 


NO.  OF  STORIES  (1st  to  cornice) 

^OOF   flat cupola_ 


plus 


dormers 


MATERIALS  (Frame)  clapboards  shingles  stucco  asphalt  asbestos  alum/vinyl 
(Other)  brick      stone concrete  irfin/steel/alum. 

BRIEF  DESCRIPTION 


terra  cotta 


EXTERIOR  ALTERATION   minor   moderate   drastic 


CONDITION  good  fair  poor_ 


_LOT  AREA   7,426 


sq.  feet 


NOTEWORTHY  SITE  CHARACTERISTICS 


INVENTORY  FORM  CONTINUATION  SHEET  Form  No.       Area 


BOSTON  LANDMARKS  COMMISSION 


DESCRIPTION: 

354-358  Congress  Street  is  a  five-storey  manufacturing/warehouse  building 
v^^ich  stands  at  the  east  end  of  a  row  of  similar  building  and  covers  the 
entirety  of  its  irregular  shaped  lot.  Constructed  of  Pompeian  bricks 
trimmed  with  terra  cotta  and  brownstone,  the  building  rises  to  a  flat  roof. 
At  the  facade  (south  elevation)  the  first  storey  possessses  four  storefront 
windows  of  various  sizes  and  two  arched  entries,  one  of  which  has  been 
converted  to  a  window.  The  westernmost  arched  opening  contains  the  main 
entry  which  retains  its  original  wooden  double  doors.  Details  of  the 
storefront  windows  match  those  of  the  adjoining  building  (348  Congress 
Street) .  A  dentiled  brownstone  cornice  extends  across  the  facade  above  the 
first  storey.  The  upper  storeys  possess  10  windows  at  each  storey;  window 
openings  are  trimmed  with  projecting  brownstone  keystones  at  the  second  and 
third  storeys,  flush  brownstone  lintels  at  the  fourth  storey,  and  terra 
cotta  archivolts  at  the  fifth  storey.  An  ornate  pressed  metal  bracketed 
cornice  extends  across  the  facade  above  the  fifth  storey. 


SIG3SIIFICANCE: 

Built  for  the  Boston  Wharf  Company  in  1900  and  designed  by  Morton  D. 
Safford,  the  firm's  staff  architect  from  about  1893  to  1917,  the  building 
has  been  part  of  the  Company's  extensive  property  fron  its  construction  to 
the  present.  Constructed  for  storage  and  manufacturing,  the  building  was 
first  used  for  leather  storage  and  remained  as  such  until  at  least  th  1930s. 
The  building  shares  many  details  with  the  adjoining  building  at  348  Congress 
Street,  including  its  storefront  detailing,  cornices,  window  trimming,  and 
use  of  Pompeian  brick.  It  is  typical  in  size  and  design  of  the  Boston  Wharf 
Company's  buildings  in  the  Fort  Point  Channel  area,  and  is  unusual  for  its 
use  of  Pompeian  brick  as  the  primary  building  material. 


BOSTON  LANDMARKS  COMMISSION   Buildiug  Infonaatioa  Form  Form  No. Area_ 


Street 
[ADDRESS 364-372  rnnpr-oc.o  COR .  p-,•)-^^h,,rgh  Q^r^pr 

NAME 

present 

MAP  No.   24N-14E 

DATE 


original 
SUB  AREA 


1901 


1934  Atlas 


source 

ARCHITECT      Morton  D.  Safford  (probable) 

source 


BUILDER 


source 


OWNER     Boston  Wharf  Company   (probable) 
original        present 


PHOTOGRAPHS 


2-15 


[YPE  (residential)  single   double   row   2-fam.   3-deck   ten   apt, 
(non- residential) manufacturing 


JO.  OF  STORIES  (1st  to  cornice) 

lOOF flat cupola 


plus 


dormers 


lATERIALS  (Frame)  clapboards  shingles  stucco  asphalt  asbestos  alum/vinyl 
(Other)  brick  yeiiowStone concrete  ir<5a/steel/alum 


terra  cotta 


JRIEF  DESCRIPTION 


:XTERIOR  ALTERATION   minor   moderate   drastic 


:ONDITION  good  fair  poor 

fOTEWORTHY  SITE  CHARACTERISTICS 


LOT  AREA 


lOJLML 


sq.  feet 


INVENTORY  FORM  CONTINUATION  SHEET  Form  No.       Area 


BOSTON  LANDMARKS  COMMISSION 


DESCRIPTION: 

364-372  Congress  Street  is  a  six-storey  nnanufacturing  building  V\rtiich 
occupies  the  entire  block  on  the  north  side  of  Congress  Street  between 
Pittsburgh  and  Stillings  Streets.  Constructed  of  Pompeian  brick,  trimmed 
with  sandstone  quoins  and  sills,  at  the  facade  and  red  brick  elsewhere,  the 
building  rises  to  a  flat  roof.  At  the  facade  (south  elevation)  the  first 
storey  is  divided  into  six  bays  by  brick  piers  which  rest  on  granite 
plinths.  The  third  bay  from  the  east  end  contains  the  building's  main  entry 
v^iich  is  set  within  a  two-storey  arched  opening  and  contains  a  modern 
aluminum  and  glass  door.  The  remaining  openings  at  the  first  storey  contain 
three  and  four-part  windows.  Fenestration  at  the  second  storey  is  identical 
to  that  at  the  first  storey  with  openings  containing  two-pane  display 
windows.  A  dentiled  sandstone  cornice  extends  across  the  facade  at  the  head 
of  the  second  storey,  above  which  the  upper  storeys  (3rd  through  5th)  are 
divided  into  six  bays.  Each  bay  contains  a  single  masonry  openigs  at  each 
storey.  Windows  are  arched  at  the  sixth  storey  and  trimmed  with  terra  cotta 
archivolts. 


SIGNIFICANCE: 

Although  the  original  building  permit  does  not  exist  for  364-372  Congress 
Street,  it  is  likely  that  it  was  built  for  the  Boston  Wharf  Company  and 
designed  by  Morton  D.  Safford,  the  firm's  staff  architect  from  about  1893  to 
1917.  According  to  an  insurance  atlas  of  1934,  the  building  was  constructed 
in  1901  and  used  for  various  types  of  manufacturing.  In  1917  it  was 
occupied  by  the  W.  H.  McElwain  Company,  shoe  makers.  The  building  is 
typical  in  size,  design,  and  materials  of  the  Boston  Wharf  Company's 
buildings  in  the  Fort  Point  Channel  area. 


BOSTON  LANDMARKS  COMMISSION   Building  InforaatioQ  Fonn  Form  No. Area_ 


Street 
ADDRESS  374-384  Congress    COR .  stillings  Street 

NAME 


preseat 

MAP  No.   24N-14E 


original 

SUB  AREA 


DATE    ca.  1900 


Visual 


source 

ARCHITECT Morton  D.  Safford    (probable) 

source 


BUILDER 


source 


OWNER Boston  IJharf  Company  (probable) 

original        present 


PHOTOGRAPHS 


2-16 


TYPE   (residential)  single   double   row   2-fam.   3-deck   ten   apt. 
(non-residential) warehnnsp 


NO.  OF  STORIES  (1st  to  cornice) 

XOOY flat cupola_ 


plus_ 


dormers 


MATERIALS  (Frame)  clapboards  shingles  stucco  asphalt  asbestos  alum/vinyl 
(Other)  brick       stone  sandstone   concrete  irfin/steel/alum, 

BRIEF  DESCRIPTION 


EXTERIOR  ALTERATION   minor   moderate   drastic 
CONDITION  good  fair  poor 


LOT  AREA  8,652 


NOTEWORTHY  SITE  CHARACTERISTICS 


sq.  feet 


INVENTORY  FORM  CONTINUATION  SHEET  Form  No. Area_ 

BOSTON  LANDMARKS  COMMISSION 


DESCRIPTION: 

374-384  Congress  Street  is  a  six-storey  warehouse  building  which  is  located 
at  the  southern  end  of  a  row  of  similar  buildings  and  occupies  the  entire 
block  on  the  north  side  of  Congress  Street  between  Stil lings  Street  and  the 
tracks  of  the  Penn  Central  Railroad.  Constructed  of  buff-colored  brick 
trimmed  with  sandstone,  the  building  rises  to  a  flat  roof.  At  the  facade 
(south  elevation)  the  first  and  second  storeys  are  divided  into  10  bays 
flanking  a  central  two-storey  arched  entry.  Each  bay  contains  a  two-storey 
segmental ly  arched  opening  which  is  divided  between  storeys  by  an  iron 
spandrel.  Above  the  second  and  fifth  storeys  sandstone  cornices  extends 
across  the  facade  and  continue  around  on  side  elevations.  At  the  facade, 
the  third,  fourth,  and  fifth  storeys  are  divided  into  11  bays  by  brick  piers 
which  rise  to  form  arched  window  heads  above  the  fifth  storey.  Window 
openings  at  the  sixth  storey  are  segmental ly  arched.  A  pressed  metal 
cornice  with  modil lions  exists  above  the  sixth  storey. 


SIGNIFICANCE: 

Although  the  original  building  permit  for  374-384  Congress  Street  does  not 
exist,  it  is  likely  that  it  was  built  for  the  Boston  Wharf  Company  and 
designed  by  Morton  D.  Safford,  the  firm's  staff  architect  from  about  1893 
until  1917.  The  building  was  probably  constructed  (ca.  1900)  as  a 
warehouse,  as  it  was  used  as  a  furniture  warehouse  by* the  Gilchrist  Company 
in  the  from  the  early  1900s  until  at  least  1935.  The  building  is  typical, 
in  its  size,  design  and  use  of  materials,  of  the  Boston  Wharf  Company's 
buildings  in  the  Fort  Point  channel  area. 


BOSTON  LANDMARKS  COMMISSION   Building  Informatioa  Form  Form  No. Area_ 


Street 
ADDRESS    11-15  Farn■^wnr-^h  COR .  Congress  Street 

NAME 


present 
MAP  No.  24N-13E 


original 
SUB  AREA 


UATt      i»yj 

Building  PprnnT 

source 

ARCHITECT    Morton  D. 

Safford       Rut  1  ding  Pprr,.-;  r 

source 

BUILDER 

source 

OWNER    Boston  Wharf 

Company 

original 

present 

PHOTOGRAPHS     2-25 

TYPE  (residential)  single   double   row   2-fam.   3-deck   ten   apt. 
(non-residential) warehouse 


NO.  OF  STORIES  (1st  to  cornice) 


plus 


iOOF    flat 


cupola 


dormers 


MATERIALS  (Frame)  clapboards  shingles  stucco  asphalt  asbestos  alum/vinyl 
(Other)  brick      stone concrete  irftn/steel/alum. 

BRIEF  DESCRIPTION 


EXTERIOR  ALTERATION   minor   moderate   drastic 


CONDITION  good  fair  poor 


_LOT  AREA  8,8n4 


sq.  feet 


NOTEWORTHY  SITE  CHARACTERISTICS 


SIGNIFICANCE  '(cont'd  on  reverse) 


INVENTORY  FORM  CONTINUATION  SHEET  Form  No. Area_ 

BOSTON  LANDMARKS  COMMISSION 


DESCRIPTION: 

11-15  Farnsworth  Street  is  a  five-storey  warehouse  building  v^ich  covers  the 
entirety  of  its  lot  and  rises  to  a  flat  roof.  Originally  constructed  as  a 
corner  building  in  a  row  of  similar  buildings,  11  Farnsworth  Street  is  now 
free-standing  as  the  result  of  the  denK)lition  of  the  adjacent  building. 
Basically  rectangular  in  plan,  the  building  is  constructed  of  red  brick 
trimmed  with  rock-faced  granite  sills  and  segmental  brick  window  and  door 
heads.  The  facade  (west  elevation)  is  ten  bays  wide  with  the  first  storey 
being  separated  from  the  remaining  storeys  by  a  wide  corbelled  brick 
cornice.  The  first  storey  possesses  two  arched  openings  at  its  northern  end 
which  are  trimmed  by  brick  hood  moulds  and  an  added  entry  toward  the  center 
of  the  elevation.  Fenestration  over  the  remainder  of  the  building  is  nearly 
symmetrical;  all  windows  contain  aluminum  replacement  sash. 


SIGNIFICANCE: 

Built  by  the  Boston  Wharf  Company  in  1893  and  designed  by  Morton  D.  Safford, 
the  firm's  staff  architect  from  about  1893  to  1917,  the  building  has  been  a 
part  of  the  Company's  extensive  property  from  its  construe  the  present.  The 
building  was  constructed  as  a  warehouse  and  was  occupied  by  the  Brown 
Durrell  Company  in  the  early  twentieth  century.  The  building  is  unusual 
among  the  Boston  Wharf  Company  Buildings  in  that  it  now  exists  as  a 
free-standing  building.  Its  utilitarian  detailing  is  typical  of  buildings 
on  the  secondary  streets  in  the  Fort  Point  Channel  area. 


BOSVON  LANDMARKS  COMMISSION   Building  Infonnatioa  Form  Form  No. ^Area_ 


ADDRESS   33-39  Farnsworfj  COR .  Congress  Srrppf 


NAME 


present 

MAP  No.   24N-13E 


original 
SUB  AREA 


DATE 

1909 

date 

plaaue 

source 

ARCHITECT 

Morton 

D.  Sa 

fford  (probat 

Die) 

source 

BUILDER 

source 

OWNER 

Boston  Wharf 

Comp 

any 

original 

present 

PHOTOGRAPHS      ?_?? 

TYPE  (residential)  single   double   row   2-fam.   3-deck   ten   apt. 
(non-residential) warehouse 


NO.  OF  STORIES  (1st  to  cornice) 


plus 


^OOF    flat 


cupola_ 


dormers 


MATERIALS  (Frame)  clapboards  shingles  stucco  asphalt  asbestos  alum/vinyl 
(Other)  brick      stone concrete  irOn/steel/alum. 

BRIEF  DESCRIPTION 


EXTERIOR  ALTERATION   minor   moderate   drastic_ 
CONDITION  good  fair  poor LOT  AREA_ 


10,000 


sq.  feet 


NOTEWORTHY  SITE  CHARACTERISTICS 


SIGNIFICANCE  "(cont'd  on  reverse) 


INVENTORY  FORM  CONTINUATION  SHEET  Form  No. Area_ 

BOSTON  LANDMARKS  COMMISSION 


DESCRIPTION: 

33-39  Farnsworth  Street  is  a  five-storey  warehouse  building  that  was 
originally  contructed  in  the  middle  of  a  row  of  similar  buildings  and  covers 
the  entirety  of  its  rectangular  lot.  The  adjacent  building  (south)  has  been 
demolished,  leaving  an  exposed  party  wall  at  the  south  elevation. 
Constructed  of  red  brick  trimmed  with  sandstone,  the  building  rises  to  a 
flat  roof.  At  the  facade  (west)  the  first  storey  is  diveded  into  roughly 
five  bays,  most  of  which  have  been  altered  with  the  addition  of  loading 
docks  (ca.  1935) .  A  moulded  sandstone  cornice  extends  across  the  facade 
above  the  first  storey.  The  upper  storeys  are  divided  into  five  bays  by 
brick  piers  which  rise  to  stylized  brick  consoles.   Two  paired  windows 
exist  within  the  bays  at  each  storey;  those  at  the  fifth  storey  have 
segmental ly  arched  heads.  An  arcaded  brick  cornice  extends  across  the 
building  above  the  fifth  storey. 


SIGNIFICANCE: 

Built  by  the  Boston  Wharf  Company  in  1909  and  propably  designed  by  Morton  D. 
Safford,  the  firm's  staff  architect  from  about  1893  to  1917,  the  building 
was  constructed  as  a  warehouse.  Prior  to  the  1930s,  it  was  used  as  a 
factory  by  W.  S.  Barns  &  Sons,  paper  box  manufacturers.  The  building  is 
typical  in  size  and  materials  to  other  Boston  Wharf  Company  buildings  in  the 
Fort  Point  Channel  area  but  possesses  nxjre  elaborate  detailing  than  others 
on  the  secondary  streets  such  as  Farnsworth  Street. 


» 


BOSTON  LANDMARKS  COMMISSION   Building  Information  Form  Form  No. Area_ 


Street 
ADDRESS  41-45  Farnsworth    COR .  c.nnQrpR<^   ^^i-i-pot- 


NAME 


present 

MAP  No.   24N-14E 


original 

SUB  AREA 


DATE     1909 

date  Dlaque 

source 

ARCHITECT 

Morton 

D. 

Safford   Building 

Permir 

source 

BUILDER 

source 

OWNER    Boston  Wharf 

C 

ompany 

ori 

ginal 

present 

PHOTOGRAPHS 

2-20 

TYPE  (residential)  single   double   row   2-fam.   3-deck   ten   apt, 
(non-residential) warehouse 


NO.  OF  STORIES  (1st  to  cornice) 

iOOF flat cupola 


plus 


dormers 


MATERIALS  (Frame)  clapboards  shingles  stucco  asphalt  asbestos  alum/vinyl 
(Other)  brick      stone concrete  irOn/steel/alum. 

BRIEF  DESCRIPTION 


EXTERIOR  ALTERATION   minor   moderate   drastic 


CONDITION  good  fair  poor 


LOT  AREA 


8,110 


sq.  feet 


NOTEWORTHY  SITE  CHARACTERISTICS 


SIGNIFICANCE  '(cont'd  on  reverse) 


INVENTORY  FORM  CONTINUATION  SHEET  Form  No. Area 


BOSTON  LANDMARKS  COMMISSION 


DESCRIPTION: 

41-45  Farnsworth  Street,  a  six-storey  warehouse  building,  occupies  the 
entirety  of  its  lot  on  the  east  side  of  Farnsworth  Street.  Constructed  of 
red  brick  trimmed  with  sandstone,  the  building  stands  in  the  middle  of  a  row 
of  similar  buildings  and  rises  to  a  flat  roof  trained  by  a  brick  parapet. 
The  facade  (west  elevation)  is  divided  into  four  bays  by  brick  piers.  At 
the  first  storey,  each  bay  is  topped  by  a  panelled  metal  lintel.  The  first 
storey  has  been  substantially  altered  with  the  installation  of  modern 
loading  doors.  At  the  upper  storeys,  each  bay  possesses  two  window 
openings,  each  of  which  contains  two  sash.  A  heavy  sandstone  cornice  with 
modi 11 ions  extends  across  the  head  of  the  sixth  storey. 


SIGNIFICANCE: 

Built  by  the  Boston  Wharf  Company  and  designed  by  Morton  D.  Safford,  the 
firm's  staff  architect  from  about  1893  to  1917,  the  building  has  been  part 
of  the  Company's  extensive  property  to  the  present.  Constructed  for  use  as 
a  leather  warehouse,  the  building  was  also  used  for  the  storage  of  crockery 
in  the  early  twentieth  century.  The  building  is  typical  in  size,  use  of 
materials,  and  design  of  Boston  Wharf  Company's  buildings  in  the  Fort  Point 
iChannel  area.  Its  utilitarian  detailing  is  particularly  common  on  the 
secondary  streets  in  the  area. 


» 


BOSTON  LANDMARKS  COMMISSION   Building  Information  Form  Form  No. ^Area_ 


Street 
ADDRESS  ^-53  Farnsworth   COR .   Congress  Strep.r 


NAME 


present 

MAP  No.  24N-14E 


original 
SUB  AREA 


DATE     1395 


1934  Atlas 


source 

ARCHITECT     Morton  D.  Safford  (probable) 

source 


BUILDER 


source 

OWNER    Boston  Wharf  Company  (probable) 
original        present 

PHOTOGRAPHS ^^^20 


TYPE  (residential)  single   double   row   2-fam.   3'-deck   ten   apt. 
(non-residential) ware.hnnsp 


NO.  OF  STORIES  (1st  to  cornice) 


» 


plus 


lOOF    flat 


cupola_ 


dormers 


MATERIALS  (Frame)  clapboards  shingles  stucco  asphalt  asbestos  alum/vinyl 
(Other)  brick      stone concrete  iron/steel/alum. 

BRIEF  DESCRIPTION 


EXTERIOR  ALTERATION   minor   moderate   drastic_ 
CONDITION  good  fair  poor LOT  AREA_ 


8,55? 


sq.  feet 


NOTEWORTHY  SITE  CHARACTERISTICS 


SIGNIFICANCE  "(cont'd  on  reverse) 


INVENTORY  FORM  CONTINUATION  SHEET  Form  No. Area_ 

BOSTON  LANDMARKS  COMMISSION 


DESCRIPTION: 

49-53  Farnsworth  Street  is  a  two-storey  warehouse  building  v^ich  stands  at 
the  north  end  of  a  row  of  similar  buildings  and  covers  the  entirety  of  its 
rectangular  lot.  Constructed  of  red  brick  trimmed  with  granite,  the 
building  rises  to  a  flat  roof.  The  facade  (west  elevation)  is  composed 
asymmetrically  and  possesses  six  windows,  two  loading  bays,  and  a  recessed 
entry  set  within  an  arched  opening  at  the  first  storey  and  seven  windows  at 
the  second  storey.  The  first  storey  windows  are  framed  by  segmental  brick 
arches  and  rock-face  granite  sills,  while  loading  bays  have  heavy  steel 
lintels.  Second  storey  windows  are  trimmed  with  flat  brick  arches  and 
rock-face  granite  sills. 


SIGNIFICANCE: 

Although  the  original  building  permit  does  not  exist  for  49-53  Farnsworth 
Street,  it  is  likely  that  it  was  built  by  the  Boston  Wharf  Company  and 
designed  by  Morton  D.  Safford,  the  firm's  staff  architect  from  about  1893  to 
1917.  Constructed  in  1895  as  a  warehouse,  the  building  was  used  as  such  at 
least  until  the  1940s.  The  building  is  unusual  among  the  Boston  Wharf 
Cortpany  buildings  for  its  small  scale,  being  approximately  three  storeys 
shorter  than  the  average  building  in  the  Fort  Point  Channel  area. 


BOSTON  LANDMARKS  COMMISSION   Building  Information  Fonn  Fonn  No. Area_ 


Street 
ADDRESS  12-22  Farnsworth    COR .  rnngres.q  '^^rpp^ 

NAME 


present 
MAP  No.  24N-13E 


original 
SUB  AREA 


DATE    1917 


date  plaque 


source 

Howard  P.  Pressott   Building  Permir 
source 


ARCHITECT_ 
BUILDER 


source 


WNER 


Boston    IJharf    C.nmpany 


original 
HOTOGRAPHS      2-17 


present 


TYPE  (residential)  single   double   row   2-fam.   3-deck   ten   apt. 
(non- residential) warehouse 


m.   OF  STORIES  (1st  to  cornice) 


plus 


lOOF 


flat 


cupola 


dormers 


lATERIALS  (Frame)  clapboards  shingles  stucco  asphalt  asbestos  alum/vinyl 
(Other)  brick  red   stone concrete  iron/steel/alum. 


BRIEF  DESCRIPTION 


pressed  common  bond 


iXTERIOR  ALTERATION   minor   moderate   drastic 
:ONDITION  good  fair  poor 


LOT  AREA   12,019 


TOTEWORTHY  SITE  CHARACTERISTICS 


sq.  feet 


SIGNIFICANCE  "(cont'd  on  reverse) 


INVENTORY  FORM  CONTINUATION  SHEET  Form  No. Area_ 

BOSTON  LANDMARKS  COMMISSION 


DESCRIPTION: 

12-22  Farnsworth  Street,  a  six-storey  warehouse  building,  stands  at  tiie  end 
of  a  row  a  similar  buildings  and  occupies  the  entirety  of  its  rectangular 
lot.  Constructed  of  red  brick  trimmed  with  concrete  sills  and  a  brown  brick 
cornice,  the  building  rises  to  a  flat  roof.  The  facade  (east  elevation)  is 
divided  into  six  bays  by  wide  brick  piers.  At  the  first  storey  three  bays 
possess  tripartite  windows  (containing  6/6  sash  and  three-pane  transoms) , 
two  possess  loading  doors,  and  the  southernmost  bay  possesses  the  main  entry 
which  dates  from  1982.  A  concrete  belt  course  extends  across  the  facade 
above  the  first  storey.  At  the  upper  storeys,  each  bay  contains  three 
windows  per  storey;  those  at  the  second  storey  possess  1/1  sash  while  all 
others  possess  6/6  sash. 


SIGNIFICANCE: 

Built  by  the  Boston  Wharf  Company  in  1917  and  designed  by  Howard  B. 
Prescott,  the  firm's  staff  architect  from  1918  to  1939,  the  building  has 
been  a  part  of  the  Company's  extensive  property  to  the  present.  Constructed 
as  a  warehouse,  the  building  was  occupied  for  many  years  by  the  Westinghouse 
Electric  &  Manufacturing  Company  v^o  used  the  building  as  a  warehoue  and 
repair  shop.  Westinghouse  was  formed  in  1915  as  the  New  England 
Westinghouse  Company  when  it  was  awarded  a  contract  by  the  Russian 
Government  for  the  manufacture  of  1,000,000  rifles.  Later  the  company 
manufactured  small  motors,  automotive  equipment,  eventually  becoming  one  of 
the  largest  manufacuters  of  electric  fans  in  the  world.  Trie  building  is 
typical  in  size,  material,  and  design  of  the  Boston  Wharf  Company's 
buildings  in  the  Fort  Point  Channel  area.  Its  utilitarian  detailing  is 
typical  of  those  buildings  on  secondary  streets  such  as  Farnsworth  Street. 


BOSTON  LANDMARKS  COMMISSION   Building  luformatioa  Form  Form  No. ^Area_ 


► 


Street 
ADDRESS   34-36  Farnswnrrh  COR .  Congress  Strepr 

NAME  


present 
MAP  No.   24N-13E 


original 

SUB  AREA 


DATE     1909 


date  plaque 


source 


ARCHITECT     Morton  D.  Safford 
BUILDER 


Building  Permit 


source 


source 

OWNER     Boston  Wharf  Company 


original 
PHOTOGRAPHS     2-18 


present 


TYPE  (residential)  single   double   row   2-fain.   3-deck   ten   apt. 
(non- residential) non-working 


NO.  OF  STORIES  (1st  to  cornice) 


J- 


plus 


lOOF 


pitched 


cupola 


dormers 


MATERIALS  (Frame)  clapboards  shingles  stucco  asphalt  asbestos  aliun/vinyl 
(Other)  brick      stone concrete  ir6n/steel/alum. 

BRIEF  DESCRIPTION 


EXTERIOR  ALTERATION   minor   moderate   drastic_ 
CONDITION  good  fair  poor LOT  AREA_ 


:^.QQO 


sq.  feet 


NOTEWORTHY  SITE  CHARACTERISTICS 


SIGNIFICANCE  '(cont'd  on  reverse) 


INVENTORY  FORM  CONTINUATION  SHEET  Form  No. Area_ 

BOSTON  LANDMARKS  COMMISSION 


DESCRIPTION: 

34-36  Farnsworth  Street,  a  five-storey  warehouse  building,  was  originally 
located  in  the  middle  of  a  row  of  similar  buildings;  with  the  demolition  of 
the  adjacent  building,  the  north  party  wall  is  now  exposed.  Occupying  the 
entirety  of  its  rectangular  lot,  the  building  is  constructed  of  red  brick 
and  rises  to  a  pitched  roof  framed  by  a  pedimented  parapet.  The  facade 
(east  elevation)  is  divided  into  six  symmetrical  bays  above  the  first 
storey.  The  first  storey  has  been  substantially  altered  with  the  removal  of 
several  windows  and  the  installation  of  a  wide  shipping  door  (1919) .  A 
modern  aluminum  and  glass  door  exists  in  the  main  entry  (southrnmost  bay) . 
Above  the  first  storey,  a  wide  corbelled  brick  cornice  extends  across  the 
facade  above  a  sandstone  belt  course.  At  the  upper  storeys,  each  bay 
contains  one  window  opening  per  storey.  Each  opening  possesses  paired  1/1 
sash  with  transoms.  Window  openings  at  the  upper  storeys  are  triitimed  with 
sandstone  sills  and  segmental  brick  arches  with  flush  sandstone  imposts. 
Above  the  fifth  storey,  a  corbelled  brick  cornice  extends  across  the  facade. 


SIGNIFICANCE: 


Bu 


ilt  by  the  Boston  Wharf  Company  in  1909  and  designed  by  Morton  D.  Safford, 
the  firm's  staff  architect  from  about  1893  to  1918,  the  building  has  been  a 
part  of  the  Conpany's  extensive  property  to  the  present.  The  building  was 
designed  as  a  facility  for  iron  working  although  it  is  unknown  if  it  was 
ever  used  for  that  purpose.  In  the  1930s  it  was  used  as  a  paper  warehouse. 
The  building  is  typical  of  the  Boston  Wharf  Company  buildings  on  the 
secondary  streets  of  the  Fort  Point  Channel  area  in  its  size,  style,  and  use 
of  materials  but  possesses  greater  detailing  than  most. 


ling   Information  Form     Form  No. Area_ 


'>  .-^f  ,y 


Street 


► 


IDRESS     44-'^4    p-^^nswnrrli ^^^ •    ^--gr-rr    'irrriuL 

INAME 


present 

[MAP  No.      24N-14F 


original 
SUB  AREA 


IDATE  1915 


Rin'liiing   Permit 


source 


ARCHITECT_ 
BUILDER 


Morton  D.   Saffnrd RniiHing  PQ>-,^-it 

source 


source 


\^- 


,^s?n«^' 


S*'"^    :*•'  '|Q^'^^^^         Boston   Wharf    Compan\ 


original 
I  PHOTOGRAPHS  2-19 


present 


TYPE  (residential)  single   double   row   2-fam.   3-deck   ten   apt. 
(non-residential) warehouse 


NO.  OF  STORIES  (1st  to  cornice) 


plus 


iOOF 


flat 


cupola 


dormers 


MATERIALS  (Frame)  clapboards  shingles  stucco  asphalt  asbestos  alum/vinyl 
(Other)  brick      stone concrete  ir6n/steel/alum. 


BRIEF  DESCRIPTION 


EXTERIOR  ALTERATION   minor   moderate   drastic_ 
CONDITION  good  fair  poor LOT  AREA 


LIUlQII 


sq.  feet 


NOTEWORTHY  SITE  CHARACTERISTICS 


SIGNIFICANCE  '(cont'd  on  reverse) 


§ 

MRNSWORTH      STRE 


BlIO 


INVENTORY  FORM  CONTINUATION  SHEET  Form  No. Area_ 

BOSTON  LANDMARKS  COMMISSION 


DESCRIPTION: 

44-54  Farnsworth  Street,  a  nine-storey  warehouse  building,  is  a 
free-standing  structure  that  covers  the  entirety  of  its  rectangular  lot. 
Constructed  of  red  brick  trimmed  with  concrete  sills  and  belt  courses,  the 
building  rises  to  a  flat  roof  v^ich  is  framed  by  a  battlemented  brick 
parapet.  The  facade  (east  elevation)  is  divided  into  seven  bays  by  brick 
piers.  The  first  storey  has  been  substantially  altered  by  the  renxDval  of 
several  original  windows  and  the  installation  of  modern  loading  doors; 
original  multi-paned  transoms  remain  in  five  of  the  first  storey  bays  v^ile 
the  central  main  entry  contains  a  modern  aluminum  and  glass  door.  Above  the 
first  storey,  each  of  the  central  five  bays  contains  a  single  masonry 
opening  at  each  storey;  tripartite  sash  exist  within  each  opening.  The  two 
end  bays  contain  three  window  openings  per  storey.  Sash  at  the  second 
storey  are  1/1  while  those  at  all  other  storeys  are  6/6. 


SIGNIFICANCE: 

Built  by  the  Boston  Wharf  Company  in  1915  and  designed  by  Morton  D.  Safford, 
the  firm's  staff  architect  from  about  1893  to  1918,  the  building  has  been 
part  of  the  Company's  extensive  property  to  the  present.  The  building  was 
constructed  as  a  warehouse  and  used  for  many  years  to  store  iron.  An 
insurance  atlas  of  1934  indicates  that  the  1st  through  4th  storeys  were  used 
for  iron  storage  while  the  upper  storeys  were  lofts  (possibly  leased 
separately) .  The  building  is  typical  in  materials  and  utilitarian  detailing 
of  the  Boston  Wharf  comany  bui lings  on  the  secondary  streets  in  the  Fort 
Point  Channel  area  but  is  unusual  in  that  it  rises  approximately  four 
storeys  above  the  average  building  in  the  area. 


BOSTON  LANDMARKS  COMMISSION   Building  Information  Form  Form  No. Area_ 


ADDRESS  49  Melcher  S^rpp^   COR .  Necco  Street 
NAME 


present 

MAP  No.  24N-nF 


original 

SUB  AREA 


uair.          iyio 

Aato     pi 

source 

ARCHITECT 

Morton 
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iSflff 

orri 

Ri  11  1  rl 

T  ncT 

Pd^-m  i    «- 

source 

BUILDER 

source 

OWNER      Bos  to 

n   Wharf 

Company 

original 

present 

PHOTOGRAPHS 

3- 

26 

TYPE  (residential)  single   double   row   2-fam.   3-deck   ten   apt. 
(non- residential) light  manufacturlnR 


^0.  OF  STORIES  (1st  to  cornice) 

.iOOF flat cupola 


plus 


dormers 


MATERIALS  (Frame)  clapboards  shingles  stucco  asphalt  asbestos  alum/vinyl 
(Other)  brick      stone  sandstone   concrete  irfin/steel/alum. 

BRIEF  DESCRIPTION 


EXTERIOR  ALTERATION   minor   moderate   drastic 


CONDITION  good  fair  poor 


_LOT  AREA   8.300 


sq.  feet 


NOTEWORTHY  SITE  CHARACTERISTICS 


SIGNIFICANCE  "(cont'd  on  reverse) 

1-1 — i  r 


INVENTORY  FORM  CONTINUATION  SHEET  Form  No. Area_ 

BOSTON  LANDMARKS  COMMISSION 


DESCRIPTION: 

49  Melcher  Street  is  a  five-storey  manufacturing/warehouse  building 
vdiich  stands  at  the  west  end  of  a  row  of  similar  buildings  and 
occupies  nearly  all  of. its  irregular-shaped  lot.  The  facade  remains 
substantially  unaltered  and  rises  from  a  raised  basement  to  a  flat 
roof.  Constructed  of  red  bick  trimmed  with  sandstone  sills  and 
lintels,  the  facade  is  divided  into  four  wide  bays  by  brick  piers. 
The  main  entry,  at  ground  level  in  the  easternmost  bay,  is  topped  by  a 
sandstone  hood  and  contains  modern  doors.  At  all  storeys,  each  bay  is 
divided  (by  narrow  brick  piers)  into  two  masonry  openings.  At  the 
first  storey,  each  masonry  opening  contains  a  two-pane  fixed  glass 
window  beneath  a  two-pane  transom.  At  the  upper  storeys,  each  masonry 
opening  contains  two  double-hung  sash,  most  of  which  retain  their 
original  2/2  sash.  A  sandstone  cornice  with  brick  modil lions  and 
stylized  brackets  exists  at  the  head  of  the  fifth  storey. 


SIGNIFICANCE: 

Built  for  the  Boston  Wharf  Company  in  1910  and  disigned  by  Morton  D. 
Safford,  the  firm's  staff  architect  from  1893  to  1917,  the  building 
has  been  a  part  of  the  Company's  extensive  property  from  its 
contruction  to  the  present.  Although  the  original  building  permit 
states  "light  manufacturing"  as  the  inteded  use  of  the^building,  the 
earliest  atlases  indicate  that  it  was  used  as  a  warehouse  for  wool 
waste  and  rag.  The  building  is  typcical  of  the  Boston  Wharf  Company 
building's  in  the  Fort  Point  Channel  area  in  its  size,  design,  and  use 
of  materials. 


BOSTON  LANDMARKS  COMMISSION   Building  Infonnatioa  Form  Form  No. ^Area_ 


> 


ADDRESS  S1-ft1  Mplr^hpr-  c;t-^»»tCOR .   Nerrn  Sfrppf- 

NAME 


present 

MAP  No.    23N-13E 
DATE       1916 


original 
SUB  AREA 


Building  Permit 


source 

ARCHITECT Morton  D.  Saff^rd RnilHing  Ppr-^m-^ 

source 


BUILDER 


source 


OWNER  Boston  IJharf  Company 


original 
PHOTOGRAPHS     2-27 


present 


TYPE  (residential)  single   double   row   2-fam.   3-deck   ten   apt. 
(non-residential)      warehouse 


^0.  OF  STORIES  (1st  to  cornice) 

lOOF flat cupola 


plus 


dormers 


1ATERIALS  (Frame)  clapboards  shingles  stucco  asphalt  asbestos  alum/vinyl 
(Other)  brick      stone  sandstone   concrete  irtfn/steel/alum, 

BRIEF  DESCRIPTION 

See  Continuation  Sheet 


iXTERIOR  ALTERATION   minor   moderate   drastic_ 
:ONDITION  good  fair  poor LOT  AREA 


13,905 


sq.    feet 


TOTEWORTHY  SITE  CHARACTERISTICS 


SIGNIFICANCE   "(cont'd  on  reverse) 


INVENTORY  FORM  CONTINUATION  SHEET  Form  No. Area 


BOSTON  LANDMARKS  COMMISSION 


DESCRIPTION: 

51-61  Melcher  Street  is  a  nine-storey  warehouse  building  which  stands 
in  the  middle  of  a  row  of  similar  buildings  and  occupies  the  entirety 
of  its  irregular-shaped  lot.  Constructed  of  red  brick  trimmed  with 
sandstone  sills  and  cornices,  the  building  rises  to  a  flat  roof  framed 
by  brick  battlements.  At  the  facade  (north  elevation)  the  first 
storey  is  divided  into  nine  storefront  bays  by  rusticated  brick  piers 
resting  on  granite  plinths;  the  piers  rise  to  support  a  sandstone 
entablature.  Many  of  the  storefronts  retain  their  original  display 
windows  set  beneath  three-pane  transoms.  The  upper  storeys  are 
divided  into  nine  bays  by  brick  piers  v*iich  rise  to  stylized  sandstone 
capitals.  Most  of  the  upper  storey  window  openings  contain  original 
tripartite  sash. 


SIGNIFICANCE: 

Built  for  the  Boston  Wharf  Company  in  1916  and  designed  by  Morton  D. 
Safford,  the  firm's  staff  architect  from  about  1893  to  1917,  the 
building  has  been  a  part  of  the  Company's  extensive  property  from  its 
construction  to  the  present.  The  building  was  constructed  for  use  as 
a  wool  warehouse  and  was  used  as  such  until  at  least  the  late  1930s. 
It  is  unusually  tall  as  compared  to  other  buildings  in  the  Fort  Point 
Channel  area,  rising  four  storeys  above  the  average  building. 


BOSTON  LANDMARKS  COMMISSION   Building  Information  Form  Form  No. Area_ 


ADDRESS   63  Melcher  SrrPP^  COR .    ^    <irT^c.i- 

NAME  French, Shriner  &  Urner  Shoe  Facto 


present 

MAP  No.  23N-13E 


original 

SUB  AREA 


DATE    1909 

date  plaque 

source 

ARCHITECT   Morton  D. 

Safford  (probable) 

source 

BUILDER 

source 

OWNER    Boston  Wharf 

Cc 

)rapany 

original 

present 

PHOTOGRAPHS      2- 

29 

TYPE  (residential)  single   double   row   2-fam.   3-deck   ten   apt. 
(non-residential) Djanufacturing 


NO.  OF  STORIES  (1st  to  cornice) 


plus 


iOOF 


flat 


cupola 


dormers 


MATERIALS  (Frame)  clapboards  shingles  stucco  asphalt  asbestos  alum/vinyl 

(Other)  brick   ^   stone  concrete  irbn/steel/alum. 

red        

BRIEF  DESCRIPTION 

See  Continuation  Sheet 


EXTERIOR  ALTERATION   minor   moderate   drastic_ 

LOT  AREA 


CONDITION  good  fair  poor 

NOTEWORTHY  SITE  CHARACTERISTICS 


7,000 


sq.  feet 


SIGNIFICANCE  "(cont'd  on  reverse) 


INVENTORY  FORM  CONTINUATION  SHEET  Form  No. Area_ 

BOSTON  LANDMARKS  COMMISSION 


DESCRIPTION: 

63  Melcher  Street  is  a  five-storey  manufacturing  building  V(*iich  stands 
at  the  east  end  of  a  row  of  similar  buildings  and  occupies  nearly  all 
of  its  irregular-shaped  lot.  Constructed  of  red  brick  trimmed  witli 
sandstone  sills,  lintels  and  courses,  the  building  rises  to  a  flat 
roof.  The  facade  (north  elevation)  is  divided  into  three  primary  bays 
by  brick  piers,  while  the  east  elevation  extends  six  bays  wide.  At 
the  facade,  the  main  entry  is  located  at  ground  level  in  the 
westernmost  bay  and  contains  modern  doors.  Above  the  raised  basement, 
the  first  storey  contains  five  window  openings,  each  of  v^ich 
possesses  a  two-pane  display  window  beneath  a  two-pane  transom;  the 
same  configuration  exists  on  the  east  elevation.  At  the  upper 
storeys,  each  bay  contains  two  masonry  openings  per  storey,  each  of 
vrtiich  contains  a  6/6  sash.  A  corbelled  brick  cornice  exists  at  the 
head  of  the  fifth  storey. 


SIGNIFICANCE: 

Built  by  the  Boston  Wharf  Company  in  1909,  the  building  is  likely  to 
have  been  designed  by  Morton  D.  Safford,  the  firm's  staff  architect 
from  about  1893  to  1917.  The  building  was  construted  as  a  shoe 
factory  for  French,  Shriner  &  Urner,  a  company  that  was  manufacturing 
shoes  in  Rockland,  Massachusetts  begining  in  1893  and  in  1905  moved 
their  operation  to  Boston.  In  1909  they  moved  to  63  Melcher  Street. 
Around  1900,  the  firm  opened  its  first  retail  store  in  New  York  City 
and  by  1930  had  a  chain  of  seventeen  stores  in  New  York,  Brooklyn, 
Chicago,  Cleveland,  Philadelphia,  Detroit,  St.  Paul,  Kansas  City, 
Seatttle,  Minneapolis  and  Boston.  By  1930  the  company  employed 
upwards  of  175  operatives.  The  building  is  typical  of  the  Boston 
Wharf  Company  buildings  in  the  Fort  Point  Channel  area  in  its  size, 
design,  and  use  of  materials. 


^ri^TON  LANDMARKS  COMMISSION   Building  laforraatioa  Form  Form  No. Area 

treet 


.\DDRESS_ 
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19  Pittsburg? 


COR. 


MAP  No, 


present 
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original 
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DATE 
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aque 

source 
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source 
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source 
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Boston 

Ifliarf 

Company 

original 

present 

PHOTOGRAPHS 

3-6 

[YPE   (residential)  single   double   row   2-fam.    3-deck   ten   apt. 
(non-residential)         warehouse 


fO.  OF  STORIES  (1st  to  cornice) 

IQOY flat cup  0 1  a 


plus 


dormers 


lATERIALS  (Frame)  clapboards  shingles   stucco  asphalt  asbestos  alum/vinyl 

(Other)  brick  stone concrete  irt^n/steel/alum. 

5RIEF  DESCRIPTION 

See  Continuation  Sheet 


EXTERIOR  .ALTERATION   minor   moderate   drastic 
:ONDITION  good  fair  poor 


LOT  AREA     8,700 


sq.  feet 


NOTEWORTHY  SITE  CHARACTERISTICS 


GNTFTCANCK  ' (cont'd  on  reverse) 


INVENTORY  FORM  CONTINUATION  SHEET  Form  No. ^Area_ 

BOSTON  LANDMARKS  COMMISSION 


DESCRIPTION: 

19  Pittsburgh  Street  is  a  three-storey  warehouse  building  which  stands 
at  the  north  end  of  a  row  of  taller  warehouse  buildings  and  occupies 
the  entirety  of  its  rectangular  lot.  Constructed  of  red  brick  trimmed 
with  sandstone  sills  and  lintels,  the  building  rises  to  a  flat  roof 
framed  by  a  brick  parapet.  At  the  facade  (east  elevation)  the 
building  is  divided  into  four  bays  by  brick  piers  v^ich  rise  to 
stylized  capitals.  At  the  first  storey,  each  bay  is  framed  by  a 
decorative  iron  lintel.  The  three  northernmost  bays  have  been 
altered,  while  the  southernmost  bay  contains  what  appears  to  be  an 
original  door  with  transom.  Fenestration  at  the  upper  storeys  is 
symmetrical,  with  each  bay  containing  one  paired  window  per  storey.  A 
sandstone  cornice  with  brick  modil lions  extends  across  the  building  at 
the  head  of  the  third  storey. 


SIOaiFICANCE: 

Built  for  the  Boston  Wharf  Company  in  1907  and  designed  by  Morton  D. 
Safford,  the  firm's  staff  architect  from  about  1893  to  1917,  the 
building  has  been  part  of  the  Company's  extensive  property  from  its 
construction  to  the  present.  Constructed  for  use  as  a  warehouse,  the 
building  was  used  for  the  storage  of  paint  and  varnish  until  at  least 
1934. 


BOSTON  LANDMARKS  COMMISSION 
f 


Building  Information  Form  Form  No. Area 


Street 


ADDRESS  2^-33  Pittsburgh    COR .  CongrRs^  <^rr-^^^ 
NAME  


present 

MAP  No.  24N-14E 


original 

SUB  AREA 


DATE    ca.  1900 

visual 

source 

ARCHITECT   Morton  D. 

Safford  (probable) 

source 

BUILDER 

source 

OWNER    Boston  IsTharf 

Company  (probable) 

original 

present 

PHOTOGRAPHS   3-7 

TTPE     (residential)  single   double   row   2-fam.   3-deck   ten   apt. 
(non-residential) .   warehouse  (probable) 


10.  OF  STORIES  (1st  to  cornice) 

lOOF pitched cupola 


plus 


dormers 


lATERIALS  (Frame)  clapboards  shingles  stucco  asphalt  asbestos  alum/vinyl 

(Other)  brick  stone concrete  ir6n/steel/alum. 

5RIEF  DESCRIPTION 

See  Continuation  Sheet 


:XTERIOR  ALTERATION   minor   moderate   drastic_ 
:ONDITION  good  fair  poor 


LOT  AREA 


6,000 


sq.  feet 


rOTEWORTHY  SITE  CHARACTERISTICS 


SIGNIFICANCE  ' (cont'd  on  reverse) 


INVENTORY  FORM  CONTINUATION  SHEET  Form  No. Area_ 

BOSTON  LANDMARKS  COMMISSION 


DESCRIPTION: 

25-33  Pittsburgh  Street  is  a  five-storey  warehouse  building  which 
stands  in  the  middle  of  row  of  similar  buildings  and  occupies  the 
entirety  of  its  rectangular  lot.  Constructed  of  red  brick  trimmed 
with  sandstone  sills,  the  building  rises  to  a  pitched  roof  which  is 
framed  by  a  brick  parapet  decorated  with  a  corbelled  brick  cornice. 
At  the  facade  (west  elevation)  the  building  is  divided  into  13 
unevenly  spaced  bays.  A  sandstone  cornice  with  a  stepped  brick  frieze 
exists  at  the  head  of  the  first  storey. 


SIGNIFICANCE: 

Although  the  original  building  permit  for  the  building  does  not 
survive,  it  seems  likely  that  it  was  constructed  for  the  Boston  Wharf 
Company  (ca.  1900)  and  designed  by  Morton  D.  Safford,  the  firm's  staff 
architect  from  about  1893  to  1917.  The  building's  utilitarian  design 
suggests  that  it  was  constructed  for  use  as  a  warehouses,  as  were 
nearly  all  of  the  neighboring  bui lings. 


iOSTON  LANDMARKS  COMMISSION   Building  Informatioa  Form  Form  No. Area 


Street 
ADDRESS  41-45  Pittsburgh    COR .  Congress  ^rr^^t 

NAME 


present 

MAP  No.  24N-14E 


original 
SUB  AREA 


DATE    1924 

Building  Permit 

source 
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B.  Prescott     Build 

infj 

Permit 

source 

BUILDER 

source 

OWNER   Boston 
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Company 

orig 

inal 

present 

PHOTOGRAPHS 

3-10 

YPE  (residential)  single   double   row   2-fam.   3-deck   ten   apt, 
(non-residential)   light  storage 


0.  OF  STORIES  (1st  to  cornice) 

OOF  ^^^^ 


plus 


cupola 


dormers 


ATERIALS  (Frame)  clapboards  shingles  stucco  asphalt  asbestos  alum/vinyl 

(Other)  brick  stone concrete  irdn/steel/alum. 

RIEF  DESCRIPTION 

See  Continuation  Sheet 


XTERIOR  ALTERATION   minor   moderate   drastic 
ONDITION  good  fair  poor 


LOT  AREA     12.404 


sq.    feet 


OTEWORTHY  SITE  CHARACTERISTICS 


}NIFICANCE   ' (cont'd  on  reverse) 
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INVENTORY  FORM  CONTINUATION  SHEET  Form  No. ^Area_ 

BOSTON  LANDMARKS  COMMISSION 


DESCRIPTION: 

41-45  Pittsburgh  Street  is  a  single-storey  building  which  is 
constructed  of  brick  and  rises  to  a  flat  roof. 


SIGNIFICANCE: 

41-45  Pittsburgh  Street  was  constructed  for  the  Boston  Wharf  Company 

in  1924  and  designed  by  Howard  B.  Prescott,  the  firm's  staff  architect 

from  1917  to  1939.  It  was  built  for  use  in  light  storage. 


BOSTON  LANDMARKS  COMMISSION   Building  Information  Form  Form  No. ^Area_ 


SHOWN  IN  41-45  Pittsburgh 
Street 


ADDRESS  51  Pittsburgh  srrPpQOR •    r,.,ng>-^^o  -^rrrrt 
NAME 


present 

MAP  No.  24N-14E 


original 

SUB  AREA 


DATE     1924 


Building  Pprmi f 


source 

ARCHITECT    Howard  B.  Prescott    Building  Pprmii- 

source 

BUILDER 

source 

OWNER    Boston  ^^fharf  Company  (probable) ' 

original        present 

PHOTOGRAPHS        3-7 


YPE  (residential)  single   double   row  •  2-fam.   3-deck   ten   apt. 
(non- residential) light  storage 


FO.  OF  STORIES  (1st  to  cornice) 

lOOF flat cupola_ 


plus 


dormers 


lATERIALS  (Frame)  clapboards  shingles  stucco  asphalt  asbestos  alum/vinyl 
(Other)  brick      stone concrete  irtn/steel/alum. 


5RIEF  DESCRIPTION 


See  Continuation  Sheet 


:XTERIOR  ALTERATION   minor   moderate   drastic 
:ONDITION  good  fair  poor 


LOT  AREAapprox.  5,000     sq.  feet 


lOTEWORTHY  SITE  CHARACTERISTICS 


IGNIFICANCE  '(cont'd  on  reverse) 


INVENTORY  FORM  CONTINUATION  SHEET  Form  No. ^Area_ 

BOSTON  LANDMARKS  COMMISSION 


DESCRIPTION: 

51  Pittsburgh  Street  is  a  single-storey  building  which  is  constructed 
of  brick  and  rises  to  a  flat  roof. 


SI(3JIFICANCE: 

51  Pittsburgh  Street  was  constructed  for  the  Boston  Wharf  Company  on 
1924  and  designed  by  Howard  B.  Prescott,  the  firm's  staff  architect 
from  1917  to  1939.  It  was  built  for  use  in  light  storage. 


BOoTON  LANDMARKS  COMMISSION   Building  Information  Form  Form  No. Area_ 


Street 
ADDRESS    12-18  Pittsburgh  COR .  Congress  SfrPPt 
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present 
MAP  No.   24N-14E 


original 
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source 
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source 
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present 

PHOTOGRAPHS      3-5 

TYPE  (residential)  single   double   row   2-fam.   3-deck   ten   apt. 

'■ shoe  manufacturing 


(non- residential) 

NO.  OF  STORIES  (1st  to  cornice) 


plus 


JOOF 


flat 


cupola 


dormers 


MATERIALS  (Frame)  clapboards  shingles  stucco  asphalt  asbestos  alum/vinyl 
(Other)  brick      stone concrete  ir6n/steel/alum. 

BRIEF  DESCRIPTION 


EXTERIOR  ALTERATION   minor   moderate   drastic_ 
CONDITION  good  fair  poor LOT  AREA_ 


8,O0Q 


sq.    feet 


NOTEWORTHY  SITE  CHARACTERISTICS 


STfiNTFTCANCE   '  (cnnt.'d  on  reverse) 
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INVENTORY  FORM  CONTINUATION  SHEET  Form  No. Area_ 

BOSTON  LANDMARKS  COMMISSION 


DESCRIPTION: 

12-18  Pittsburgh  Street  iss  a  five-storey  manufacturing/warehouse 
building  which  occupies  the  entirety  of  its  irregular-shaped  lot. 
Although  the  bulling  originally  stood  at  the  south  end  of  a  row  of 
similar  buildings,  it  is  now  free  standing  and  has  recently  been 
renovated.   Its  facade  (east  elevation)  is  divided  into  eight  unequal 
bays  at  the  first  storey;  original  material  has  been  removed  from  all 
bays.  The  southernmost  bay  contains  the  original  arched  opening. 
Above  the  first  storey,  a  dentil led  sandstone  cornice  extends  across 
the  building.  Window  openings  at  the  second,  third  and  fourth  storeys 
are  segmental ly  arched  with  brick  heads  resting  on  sandstone  imposts. 
Fifth  storey  windows  are  set  within  round-arched  openings.  All  window 
openings  contain  aluminum  replacement  sash. 


SIGNIFICANCE: 

Built  in  1907  for  the  Boston  Wharf  Company  and  designed  by  Morton  D. 
Safford,  the  firm's  staff  architect  from  about  1893  to  1917,  the 
building  has  been  part  of  ttie  Company's  extensive  property  from  its 
construction  to  the  present.  Although  the  original  building  permit 
states  that  the  structure  was  to  be  used  for  shoe  manufacturing,  early 
atlases  indicate  it  was  a  warehouse.  The  building  is  typical  of  the 
Boston  Wharf  Company  buildings  in  the  Fort  Point  Channel  area  in  size, 
design,  and  use  of  materials. 


OSTON  LANDMARKS  COMMISSION   Building  Information  Form  Form  No. Area_ 


Street 
ADDRESS26-28  Pittsburgh     COR .   Conprpgs  gjt-rp^r 


NAME 


present 

^lAP  No.   24N-14E 


original 
SUB  AREA 


DATE     1907 


Building  Permit 


source 


ARCHITECT   Morton  D.  Safford 


Building  Permit 


source 


UILDER       J>I   &   CJ   Bucklev 


building   Permit 


source 


WNER   Boston  l-Jharf  Company 


original        present 

HOTOGRAPHS      2-13 


TYPE  (residential)  single   double   row   2-fam.   3-deck   ten   apt. 
(non- residential) light  manufacturing 


mo.   c 

.?00F 


0.  OF  STORIES  (1st  to  cornice) 


plus 


_LLaJL. 


cupola 


dormers 


MATERIALS  (Frame)  clapboards  shingles  stucco  asphalt  asbestos  alum/vinyl 
(Other)  brick      stone concrete  ir<Jn/steel/alum. 

BRIEF  DESCRIPTION 

See  Continuation  Sheet 

EXTERIOR  ALTERATION   minor   moderate   drastic 

CONDITION  good  fair  poor LOT  AREA      5,779 sq.  feet 


NOTEWORTHY  SITE  CHARACTERISTICS 


GNIFICANCE  ' (cont'd  on  reverse) 


INVENTORY  FORM  CONTINUATION  SHEET  Form  No. Area_ 

BOSTON  LANDMARKS  COMMISSION 


DESCRIPTION: 

26-28  Pittsburgh  Street  is  a  five-storey  manufacturing/warehouse 
building  which  stands  at  the  south  end  of  a  row  of  similar  buildings 
and  occupies  the  entirety  of  its  rectangular  lot.  Constructed  of  red 
brick  trimmed  with  sandstone  sills  and  iitposts,  the  building  rises  to 
a  flat  roof.  At  the  facade  (east  elevation) ,  the  first  storey  is 
divided  into  five  unegual  bays  by  brick  piers  of  varying  widtlis.  The 
southernmost  bay  retains  the  original  main  entiry  door  with  sidelights 
and  transom,  while  the  central  and  northernmost  bays  contain  loading 
docks.  The  remining  two  bays  contain  original  paired  windows  above 
panelled  bases.  Above  the  first  storey,  fenestration  is  symmetrical, 
with  windows  being  contained  within  segmental ly  arched  openings  at  the 
2nd,  3rd,  and  4th  storeys;  window  openings  retain  original  6/6  sash. 
A  metal  cornice  with  brick  modil lions  and  stylized  consoles  exists 
above  the  fifth  storey. 


SIGNIFICANCE: 

Built  for  the  Boston  I'Jharf  Company  in  1907  and  designed  by  Morton  D. 
Safford,  the  firm's  staff  architect  from  about  1893  to  1917,  the 
building  has  been  a  part  of  the  Company's  extensive  property  from  its 
construction  to  the  present.  Although  the  original  building  permit 
states  the  building's  use  as  "light  rranuf acturing" ,  the  earliest 
atlases  of  the  area  indicate  that  it  was  used  as  a  warehouse.  The 
building  is  typical,  in  size,  design,  and  materials,  of  the  Boston 
Wharf  Company's  buildings  in  the  Fort  Point  Channel  area. 


BOSTON  LANDMARKS  COMMISSION   Building  Information  Form  Form  No. Area 


Street 
ADDRESS  30-34  Pittsburgh   COR. 


NAME 


present 

MAP  No.   24N-1AF 


original 

SUB  AREA 


DATE     1916 


liatp     pi  aq.iQ 


source 

ARCHITECT Morton  P.  SaffnrH R„-i  i  H-tr^g  Po.-^-,->- 

source 

BUILDER 

source 


OWNER   Boston  l^^harf  Company 


original 
PHOTOGRAPHS   2-12 


present 


TYPE  (residential)  single   double   row   2-fam.   3-deck   ten   apt. 
(non-residential) trarphnn^^      .  ,   


^0.  OF  STORIES  (1st  to  cornice) 

iOOF flat c  up  0 1  a_ 


plus 


dormers 


MATERIALS  (Frame)  clapboards  shingles  stucco  asphalt  asbestos  alum/vinyl 
(Other)  brick  red   stone  sandstone   concrete  irfin/steel/alum. 

BRIEF  DESCRIPTION 


EXTERIOR  ALTERATION   minor   moderate   drastic 

CONDITION  good  fair  poor 

NOTEWORTHY  SITE  CHARACTERISTICS 


LOT  AREA      8,000 


sq.    feet 


SirTNTFT. 


' (cont'd  on  reverse) 


INVENTORY  FORM  CONTINUATION  SHEET  Form  No. Area_ 

BOSTON  LANDMARKS  COMMISSION 


DESCRIPTION: 

3  034  Pittsburgh  Street  is  a  six-storey  warehouse  building  which 
stands  in  the  middle  of  a  row  of  similar  buildings  and  occupies  the 
entirety  of  its  rectangular  lot.  Constructed  of  red  brick  trimmed 
withi  sandstone  sills  and  cornices,  the  building  rises  to  a  flat  roof 
vrfiich  is  framed  by  a  battlemented  brick  parapet.  At  the  facade  (east 
elevation)  the  first  storey  is  divided  into  six  unequal  bays  separated 
by  brick  piers  which  rise  to  a  wide  brick  frieze  topped  by  a  sandstone 
cornice.  The  two  central  bays  contain  wide  loading  docks  while  the 
southernmost  bay  contains  the  main  entry.  The  main  entry  retains  its 
original  glazed  double  doors  and  transom.  Above  the  first  storey,  the 
building  is  divided  into  four  bays  by  brick  piers.  Each  bay  cotains 
two  masonry  openings  per  storey,  each  of  which  contains  two  sash  (most 
retain  original  6/6  sash) .  A  wide  sandstone  cornice  with  stylized 
brackets  exists  above  the  sixth  storey. 


SIO^IFICANCE: 

Built  for  the  Boston  Wharf  Company  in  1916  and  designed  by  Morton  D. 
Safford,  the  firm's  staff  architect  from  about  1893  to  1917,  the 
building  has  been  a  part  of  the  Company's  extensive  property  from  its 
construction  to  the  present.  The  building  was  constructed  for  use  as 
a  warehouse  and  remained  as  such  well  into  the  twentieth  century.  It 
is  typical  of  the  Boston  Wharf  Company  buildings  in  the  Fort  Point 
Channel  area  in  its  size,  design,  and  use  of  materials. 


50ST0N  LANDMARKS  COMMISSION   Building  Information  Form  Form  No. Area 


Street 
ADDRESS  36-40  Pittsburgh   COR .     Congress  Srrppr 


NAME 


present 

MAP  No.   24N-14E 


original 
SUB  AREA 


DATE     1900 


date  plaque 


source 

ARCHITECT      Morton  D.  Safford  (probable) 

source 

BUILDER 

source 


OWNER    Boston  Wharf  Company    date  plaque 
original        present 


PHOTOGRAPHS 


2-11 


TYPE  (residential)  single   double   row   2-fam.   3-deck   ten   apt. 
(non-residential) Mar^honc^  .__  , 


fO.  OF  STORIES  (1st  to  cornice) 

.iOOF flat cupola 


J_ 


plus 


dormers 


MATERIALS  (Frame)  clapboards  shingles  stucco  asphalt  asbestos  alum/vinyl 
(Other)  brick       stone  granite    concrete  irda/steel/alum. 

BRIEF  DESCRIPTION 


EXTERIOR  ALTERATION   minor   moderate   drastic_ 

CONDITION  good  fair  poor LOT  AREA_ 

NOTEWORTHY  SITE  CHARACTERISTICS 


8,000 


sq.  feet 


pNIFTCANCE  ' (cont'd  on  reverse) 


INVENTORY  FORM  CONTINUATION  SHEET  Form  No. ^Area_ 

BOSTON  LANDMARKS  COMMISSION 


DESCRIPTION: 

36-40  Pittsburgh  Street  is  a  three-storey  warehouse  building  which 
stands  in  the  middle  of  a  row  of  similar  buildings  and  occupies  the 
entirety  of  its  rectangular  lot.  Constructed  of  red  brick  trimmed 
with  granite  sills,  the  building  rises  to  a  flat  roof  which  is  defined 
by  a  corbelled  brick  cornice.  At  the  facade  (east  elevation)  the 
building  is  divided  into  nine  bays;  each  storey  is  separated  by  a 
brick  belt  course.  At  the  first  storey,  the  1st,  5th  and  8th  bays 
(from  south  end)  contain  segmental ly  arched  openings  which  house 
loading  locks.  Thee  building's  main  entry  is  located  in  the 
northernmost  bay  within  an  arched  opening;  the  original  double  doors 
remain  in  place.  Over  the  entire  facade,  window  openings  are  framed 
by  fock- faced  granite  sills  and  flat  brick  heads;  most  of  the  original 
2/2  sash  are  in  place. 


SIGNIFICANCE: 

Built  for  the  Boston  Wharf  Company  in  1900,  the  building  is  likely  to 
have  been  designed  by  Morton  D.  Safford,  the  firm's  staff  architect 
from  about  1893  to  1917.  Constructed  as  a  warehouse,  the  building  was 
used  by  the  Pittsburgh  Plate  Glass  Company  (along  with  the  building  at 
42-48  Pittsburgh  Street)  until  the  1920s. 


Iding  InfonnatioQ  Form     Form  No. ^Area 


Street 


ADDRESS  42-56  Pitr.ghnrph COR .   rnnar-o..  <=trrrr 

NAME 


present 

MAP  No.   24N-14E 


original 
SUB  AREA 


DATE     1896 


Building  Pprmi^ 


ARCHITECT 


source 

Morton  D.  Safford 


Building  Pprmi r 


source 


BUILDER  Edw.  E.  Strout  (Lynn,  MA)  Buildine  Permit 

source 

OWNER    Boston  Wharf  Company 


original 
PHOTOGRAPHS     2-9 


present 


jTYPE  (residential)  single   double   row   2-fam.   3-deck   ten   apt. 
(non- residential) glass  warehouse 


'ID.  OF  STORIES  (1st  to  cornice) 

^OOF    flat cupola_ 


plus 


dormers 


MATERIALS  (Frame)  clapboards  shingles  stucco  asphalt  asbestos  alum/vinyl 
(Other)  brick      stone concrete  irfin/steel/alum, 

BRIEF  DESCRIPTION 


EXTERIOR  ALTERATION   minor   moderate   drastic 
CONDITION  good  fair  poor 


LOT  AREAapprox.  17,000    sq.  feet 


NOTEWORTHY  SITE  CHARACTERISTICS 


SIGNIFICANCE  '(cont'd  on  reverse) 


INVENTORY  FORM  CONTINUATION  SHEET  Form  No. Area_ 

j    BOSTON  LANDMARKS  COMMISSION 


DESCRIPTION: 

42-56  Pittsburgh  Street  is  a  two-storey  warehouse  building  which 
stands  at  the  north  end  of  a  row  of  similar  buildings.  Throughout  the 
years  it  has  been  substantially  altered  with  several  loading  docks 
being  constructed  and  several  window  openings  being  partially  blocked. 
A  contemporary  storefront  has  also  been  constructed  at  the  first 
storey. 


SIGNIFICANCE: 

Built  for  the  Boston  Wharf  Company  in  1896  and  designed  by  Morton  D. 
Safford,  the  firm's  staff  architect  from  about  1893  to  1917,  the 
building  has  been  a  part  of  the  firm's  extensive  property  from  its 
construction  to  the  present.  Designed  as  a  glass  warehouse,  the 
building  was  first  occupied  by  the  Pittsburgh  Plate  Glass  Company 
along  with  the  building  at36-40  Pittsburgh  Street. 


jOst-^"  ^•vmMADvc  roMMTSSION   Building  Infomatioa  Form  Form  No. Area 


ADDRESS   15-21  Sleeper^^^^^  COR .   Congress  SrrPP^ 


NAME 


present 

MAP  No.  24N-14E 


original 

SUB  AREA 


DATE 

1911 

date    plaque 

ARCHITEC 

T       Morton    D. 

S 

source 

afford        Build 

inp 

P 

2rmit 

BUILDER 

source 

OWNER 

RnG^f^n      t.I>,n>-f 

C( 

source 

-imppny                 Rut 

1  rl  -j  p  rr 

Permit 

original 
PHOTOGRAPHS                ^_ 

?1 

present 

TYPE  (residential)  single   double   row   2-fani.   3-deck   ten   apt. 
(non- residential) warehouse 


NO.  OF  STORIES  (1st  to  cornice) 

lOOF    flat cupola_ 


plus 


dormers 


MATERIALS  (Frame)  clapboards  shingles  stucco  asphalt  asbestos  alum/vinyl 
(Other)  brick      stone  .^anWgfnng   concrete  iron/steel/alum. 

BRIEF  DESCRIPTION 


EXTERIOR  ALTERATION   minor   moderate   drastic 
CONDITION  good  fair  poor 


LOT  AREA   10.000 


sq.  feet 


NOTEWORTHY  SITE  CHARACTERISTICS 


SIGNIFICANCE  "(cont'd  on  reverse) 


o 
o 

o 

Co 


"T  I B B-B- 

SLEEPER 


~*~:i      n — n- 


I0.5P3 


INVENTORY  FORM  CONTINUATION  SHEET  Form  No. Area 


BOSTON  LANDMARKS  COMMISSION 


DESCRIPTION: 

15-21  Sleeper  Street,  a  five-storey  warehouse  building,  originally  stood  in 
the  middle  of  a  row  of  similar  buildings.  Due  to  the  demolition  of  both 
adjoining  buildings,  its  north  and  south  party  walls  are  nov\?  exposed. 
Constructed  of  red  brick  trimmed  with  sandstone,  the  building  rises  to  a 
flat  roof.  The  facade  (west  elevation)  is  divided  into  four  bays  by  brick 
piers.  Each  bay  contains  two  widows  per  storey  (except  at  the  first  storey) 
which  are  trimmed  with  sandstone  sills.  The  first  storey  has  been 
substantially  altered  by  the  removal  of  all  sash  and  the  main  entry  when  the 
building  was  rehabilitated  (ca.  1985) . 


SIGNIFICANCE: 

Built  by  the  Boston  Wharf  Company  in  1911  and  designed  by  ^torton  D.  Safford, 
the  firm's  staff  architect  from  about  1893  to  1918,  the  building  has  been  a 
part  of  the  Company's  extensive  property  to  the  present.  Constructed  as  a 
warehouse,  the  building  was  used  as  such  at  least  until  the  1940s.  In 
recent  years  it  has  been  converted  to  housing.  The  building  is  typical  in 
size,  design,  and  material  of  the  Boston  Wharf  Company's  buildings  in  the 
Fort  Point  Channel  area.  Its  utilitarian  detailing  is  typical  of  those 
buildings  on  the  secondary  streets  such  as  Sleeper  Street. 


AMTiMARvq  COMMISSION   Building  Information  Fonn  Fonn  No. Area 


Street 
ADDRESS  29-31  Sleeper      COR .  Congress  Street 


NAME 


present 

MAP  No.    ?4N-1 IF 


original 
SUB  AREA 


DATE    1915 


date  plaque 


source 

ARCHITECT    Morton  D.  Safford      Building  Ppr^n•^ 

source 


BUILDER 


source 


OWNER   Boston  Wharf  Company 


original        present 
PHOTOGRAPHS      3-22 


rYPE  Cresidentiai)  single   double   row   2-fam.   3-deck   ten   apt. 
(non-residential) merchantlle 


m.   OF  STORIES  (1st  to  cornice) 


plus 


iOOF 


flat 


cupola 


dormers 


1ATERIALS  (Frame)  clapboards  shingles  stucco  asphalt  asbestos  alum/vinyl 
(Other)  brick      stone  granite concrete  ir6n/steel/alum. 

BRIEF  DESCRIPTION 


SXTERIOR  ALTERATION   minor   moderate   drastic 
:ONDITION  good  fair  poor 


LOT  AREA  36.318 


sq.  feet 


NOTEWORTHY  SITE  CHARACTERISTICS 


SIGNIFICANCE  '(cont'd  on  reverse) 


INVENTORY  FORM  CONTINUATION  SHEET  Form  No. Area 


BOSTON  LANDMARKS  COMMISSION 


DESCRIPTION: 

29-31  Sleeper  Street,  a  six-storey  merchantile  building,  originally  stood  in 
the  middle  of  a  row  of-  similar  buildings.  With  the  demolition  of  the 
adjacent  building,  its  south  party  wall  is  now  exposed.  Constructed  of  red 
brick  trimmed  with  sandstone  sills  and  cornices,  the  building  rises  to  a 
flat  roof  framed  by  a  low  parapet  with  battlements.  The  facade  (west 
elevation)  is  divided  into  three  bays  by  brick  piers.  Each  bay  contains  two 
window  openings  per  storey  except  the  first  storey,  v^iich  has  been 
substantially  altered  by  the  removal  of  all  original  material  between  the 
piers.  All  windows  are  aluminum  replacements. 


SIGNIFICANCE: 

Built  by  the  Boston  Wharf  Company  in  1915  and  designed  by  Morton  D.  Safford, 
the  firm's  staff  architect  from  about  1893  to  1918,  the  building  has  been  a 
part  of  the  Company's  extensive  property  to  the  present.  According  to  the 
original  building  permit,  the  building  was  constructed  for  merchantile  use 
although  early  insurance  atlases  indicate  that  it  was  used  as  a  leather 
warehouse  with  sole  cutting  on  the  fourth  storey  and  sorting  on  the  fifth 
storey.  The  building  is  typical  of  the  Boston  Wharf  Company  buildings  on 
the  secondary  streets  in  the  Fort  Point  Channel  area  in  its  size,  style, 
materials,  and  use  of  utilitarian  detailing.         * 


OSTON  LANDMARKS  COMMISSION   Building  laformatioa  Form  Form  No. Area 


ADDRESS  35-37  Sleeper ^    COR.  Congress  Street 


NAME 


present 

MAP  No.   24N-13E 


original 

SUB  AREA 


■  ■  li 


DATE 

1911 

date  pi 

aqiip 

source 

ARCHITECT 

Morton 

D. 

Safford 

Build 

Ing 

P  p  rmi t 

source 

BUILDER 

source 

OWNER 

Boston 

Wh 

arf  Company 

original 

present 

PHOTOGRAPHS    3-23 

CYPE  (residential)  single   double   row   2-fam.   3-deck   ten   apt, 
(non- residential) warehouse 


JO.  OF  STORIES  (1st  to  cornice) 


plus 


.iOOF 


fiat 


cupola 


dormers 


1ATERIALS  (Frame)  clapboards  shingles  stucco  asphalt  asbestos  alum/vinyl 
(Other)  brick      stone  granite concrete  irfin/steel/alum. 

BRIEF  DESCRIPTION 


EXTERIOR  ALTERATION   minor   moderate   drastic_ 

CONDITION  good  fair  poor LOT  AREA_ 

NOTEWORTHY  SITE  CHARACTERISTICS 


sq.  feet 


SIGNIFICANCE  "(cont'd  on  reverse) 


-^—r^     n — n n ' 


/0,5P3 


INVENTORY  FORM  CONTINUATION  SHEET  Form  No. ^Area_ 

BOSTON  LANDMARKS  COMMISSION 


DESCRIPTION: 

35-37  Sleeper  Street,  a  six-storey  warehouse  building,  stands  in  the  middle 
of  a  row  of  brick  buildings  and  occupies  the  entirety  of  its  rectangular 
lot.  Constructed  of  red  brick  trimmed  with  sandstone,  the  building  rises  to 
a  flat  roof  framed  by  a  low  parapet  with  battlements.  The  facade  (west 
elevation)  is  divided  into  three  bays  by  brick  piers.  Each  bay  contains  two 
window  openings  per  storey,  except  the  first  storey  which  has  been 
substantially  altered  by  the  removal  of  all  original  material  between  th 
piers.  All  windows  are  aluminum  replacements. 


SIGNIFICANCE: 

Built  by  the  Boston  Wharf  Company  in  1911  and  designed  by  Morton  D.  Safford, 
the  firm's  staff  architect  from  about  1893  to  1918,  the  building  has  been 
part  of  the  Company's  extensive  property  to  the  present.  Constructed  as  a 
warehouse,  the  building  was  used  for  many  years  for  grocery  storage.  The 
building  is  typical  of  the  Boston  Wharf  Company  buildings  on  the  secondary 
streets  in  the  Fort  Point  Channel  area  in  its  size,  style,  materials,  and 
use  of  utilitarian  detailing. 


BOSTON  LANDMARKS  COMMISSION   Building  Information  Form  Form  No. Area 


ADDRESS  si  <^^..p.r■  '^tr^.t       COR . 
NAME 


present 

MAP  No.   24N-13E 


original 
SUB  AREA 


UAIt        1482 

Rni  1  dino  Pprr^i  i- 

source 

ARCHITECT 

source 

BUILDER 

source 

OWNER 

original 

present 

PHOTOGRAPHS     3- 

24, 

3- 

-25 

TYPE  (residential)  single   double   row   2-fam.   3-deck   ten   apt, 
(non-residential) nff-ir^o  ■ 


JO.  OF  STORIES  (1st  to  cornice) 

^OOF flat cupola 


plus 


dormers 


MATERIALS  (Frame)  clapboards  shingles  stucco  asphalt  asbestos  alum/vinyl 
(Other)  brick      stone concrete  ir6n/steel/alum. 

BRIEF  DESCRIPTION 


EXTERIOR  ALTERATION   minor   moderate   drastic 

CONDITION  good  fair  poor LOT  AREA    19.398 


sq.  feet 


NOTEWORTHY  SITE  CHARACTERISTICS 


SIGNIFICANCE  "(cont'd  on  reverse) 


INVENTORY  FORM  CONTINUATION  SHEET  Form  No. Area_ 

BOSTON  LANDMARKS  COMMISSION 


DESCRIPTION: 

51  Sleeper  Street,  an  eight-storey  contemporary  office  building,  stands  on 
the  site  of  a  former  warehouse  building  v^ich  was  built  in  1929  and  occupied 
by  the  Mills  Transfer  Company  and  the  United  Shoe  Machinery  Company.   It  is 
likely  that  part  of  the  original  building  exists  beneath  the  existing 
facade;  a  building  permit  of  1982  states  that  the  building  is  to  be  stripped 
to  its  superstructure  and  totally  refurbished. 


BOSTON  LANDMARKS  COMMISSION   Building  InformatioQ  Form  Form  No. Area 


Street 


ADDRESS   5-9  Stlllings COR .   Concr^.e  <,^^^^^ 

NAME 


present 

MAP  No.    24N-14E 
DATE   1907 


original 
SUB  AREA 


Hafp  plaque 


ARCHITECT 


source 


Morrnn  n.  SaffnrH RnilH-ing  Pgrmit 

source 


BUILDER      JM  &   CJ  Buckle) 


source 


Rin"  IHino  VcTT^i  t- 
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INVENTORY  FORM  CONTINUATION  SHEET  Form  No.       Area 


BOSTON  LANDMARKS  COMMISSION 


DESCRIPTION: 

5-9  Stil lings  Street  is  a  six-storey  warehouse  building  vrt^ich  stands  in  a 
row  of  similar  buildings  on  the  east  side  of  Stil lings  Street.  Constructed 
of  red  brick  trimmed  with  sandstone  sills  and  imposts,  the  building  occupies 
the  entirety  of  its  rectangular  lot  and  rises  to  a  flat  roof.  The  facade 
(west  elevation)  is  divided  into  seven  equal  bays,  each  of  v^ich  contain  one 
masonry  opening  per  storey.  It  appears  that  the  first  storey  original  1 
possessed  five  loading  docks  (three  of  which  have  been  converted  to  windows) 
and  the  builing's  main  entry  ( northernmost  bay).  The  southernmost  bay 
contains  a  loading  door  set  within  a  segmental ly  arched  opening,  while  the 
remaining  loading  bays  have  straight  brick  heads.  Window  openings  at  the 
second  storey  are  framed  by  panelled  iron  lintels  and  contain  original 
paired  windows  with  2/2  sash.  Above  the  second  storey,  window  openings 
(3rd,  4th  &  5th  storeys)  are  framed  by  segmental ly  arched  heads,  set  on 
sandstone  imposts,  and  contain  aluminum  replacement  sash.  According  to 
building  permits,  the  sixth  storey  was  added  in  1923  after  a  fire  destroyed 
the  roof  and  portions  of  the  fifth  storey. 


SIGNIFICANCE: 

Built  for  the  Boston  Wharf  Company  in  1907  and  designed  by  Morton  D. 
Safford,  the  firm's  staff  architect  from  about  1893  to  1917,  the  building 
has  been  part  of  the  Company's  extensive  property  from  its  construction  to 
the  present.  Built  by  J.M.  &  C.J.  Buckley,  contractors,  the  building  was 
intended  for  use  as  an  iron  warehouse  (according  to  the  building  permit) ; 
early  atlases  of  the  area  indicate  it  was  used  by  the  Gilchist  Company  as  a 
furniture  warehouse.  The  Gilchrist  Company  continued  to  occupy  the  building 
until  at  least  1935.  The  building  is  typical,  in  size,  materials  and 
design,  of  the  Wharf  Company's  buildings  on  the  secondary  streets  in  the 
Fort  Point  Channel  area. 
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BOSTON  LANDMARKS  COMMISSION 


DESCRIPTION: 

11-15  Stillings  Street  is  a  tvRD-storey  warehouse  building  which  stands  in 
the  middle  of  a  row  of  similar  buildings  and  occupies  the  entirety  of  its 
rectangular  lot.  Constructed  of  red  brick  trimmed  with  sandstone  sills  and 
imposts,  the  building  rises  to  a  flat  roof.  The  facade  (west  elevation)  is 
divided  into  eight  bays  at  each  storey.  At  the  first  storey,  the  3rd  and 
4th  bays  (from  north  end)  have  been  converted  to  a  loading  dock.  The 
southernmost  bay  contains  the  rrain  entry  which  retains  its  original 
dentil led  wooden  surround  and  a  modern  door.  The  remaining  bays  at  the 
first  storey  possess  a  small  rectangular  basement  window  beneath  a 
segmental ly  arched  window  opening.  The  second  storey  is  symmetrical, 
consisting  of  eight  segmental ly  arched  window  openings.  A  corbelled  brick 
cornice  extends  across  the  facade  above  the  second  storey. 


SIGNIFICANCE: 

Built  for  the  Boston  Wharf  Company  in  1907  and  designed  by  Morton  D. 
Safford,  the  firm's  staff  architect  from  about  1893  to  1917,  the  building 
has  been  part  of  the  Company's  extensive  property  from  its  construction  to 
the  present.  Built  by  contractors  J.M.  &  C.J.  Buckley,  the  building  was 
used  as  a  paint  warehouse  at  least  until  1935.  The  building  is  typical,  in 
use  of  material  and  style,  of  the  Boston  Wharf  Company  buildings  on  the 
secondary  streets  in  the  Fort  Point  Channel  area.  Several  of  the  buildings 
at  the  north  end  of  Stillings  Street  are  two  storey  structures. 
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INVENTORY  FORM  CONTINUATION  SHEET  Form  No.       Area 


BOSTON  LANDMARKS  COMMISSION 


DESCRIPTION: 

17-27  Stil lings  Street  is  a  two-storey  warehouse  building  which  stands  in 
tlie  middle  of  a  row  of  similar  buildings  and  occupies  the  entirety  of  its 
rectangular  lot.  Constructed  of  red  brick  trimmed  with  sandstone  sills  and 
imposts,  the  building  rises  to  a  flat  roof.  At  the  facade  (west  elevation) 
the  first  storey  possesses  various  sizes  and  types  of  openings  including 
segmentally  arched  window  openings,  wide  loading  docks  with  iron  lintels, 
and  round  arched  entries  with  sandstone  keystones.  Second  storey  windows 
consist  of  paired  segmentally  arched  openings  which  contain  both  4/4  and  1/1 
sash.  A  corbelled  brick  cornice  (identical  to  that  of  the  adjoining 
building  at  11-15  Stil lings  Street)  runs  across  the  facade  above  the  second 
storey. 


SIGNIFICANCE: 

Built  for  the  Boston  Wharf  Company  in  1905  and  designed  by  Morton  D. 
Safford,  the  firm's  staff  architect  from  about  1893  to  1917,  the  building 
has  been  part  of  the  Company's  extensive  property  from  its  construction  to 
the  present.  Built  as  a  warehouse  for  radiator  storage,  the  building  was 
later  used  as  a  bed  and  mattress  warehouse  and  grocery  warehouse.  By  the 
1940s  it  was  occupied  by  Westinghouse  Electric  who  was  responsible  for  the 
alteration  of  some  of  the  doors  at  the  first  storey.  In  1974  the  building's 
occupancy  was  changed  from  "storage  of  radiators"  to  "printing  plant".  The 
building  possessing  very  similar  details  to  those  of  the  neighboring 
two-storey  building  at  11-15  Stillings  Street.  It  is  typical,  in  its  style 
and  use  of  material,  of  the  Boston  Wharf  Company's  buildings  on  the 
secondary  streets  in  the  Fort  Point  Channel  area. 
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INVENTORY  FORM  CONTINUATION  SHEET  Form  No.       Area 


BOSTON  LANDMARKS  COMMISSION 


DESCRIPTION: 

The  building  at  29  Stillings  Street  is  a  nondescript  two-storey  warehouse 
building.  Constructed  of  red  brick  trimmed  with  concrete  sills,  the 
building  is  divided  into  nine  evenly  spaced  bays.  Two  bays  at  the  first 
storey  (2nd  &  5th  from  north  end)  contain  wide  loading  doors,  \fttiile  the 
southernmost  bay  contains  the  main  entry.  Window  retain  their  original 
multi-paned  sash. 


SIGNIFICANCE: 

Built  for  the  Boston  Wharf  Company  in  1926  and  designed  by  Howard  B. 
Prescott,  the  firm's  staff  architect  from  1917  until  1939,  the  building  has 
been  part  of  the  Company's  extensive  property  from  its  construction  to  the 
present.  In  its  strictly  utilitarian  design,  it  is  atypical  of  the  Boston 
Wharf  Company  buildings  in  the  Fort  Point  Channel  area. 
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INVENTORY  FORM  CONTINUATION  SHEET  Form  No. Area_ 

BOSTON  LANDMARKS  COMMISSION 


DESCRIPTION: 

35-37  Stillings  Street  is  a  single-storey  building  warehouse  building  v^iich 
has  been  divided  into  two  storeys  and  is  located  at  the  north  end  of  a  row 
of  a  row  of  similar  buildings.  Constructed  of  red  brick,  the  building  rises 
to  a  flat  roof  and  is  utilitarian  in  its  design. 


SIQ^IFICANCE: 

Built  for  the  Boston  Wharf  Company  in  1913  and  designed  by  Morton  D. 
Safford,  the  firm's  staff  architect,  the  building  has  been  part  of  the 
Company's  extensive  property  from  its  construction  to  the  present.  It  was 
designed  for  use  as  an  iron  warehouse  but  very  early  on  was  used  as  a  soap 
stone  works. 
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BOSTON  LANDMARKS  COMMISSION 


DESCRIPTION: 

45  Stil lings  Street  is  a  single-storey  free-standing  warehouse  building 
located  at  the  north  end  of  Stil lings  Street.  Constructed  of  red  brick,  the 
building  rises  to  a  flat  roof  defined  by  a  corbelled  brick  cornice.  Its 
facade  (west  elevation)  is  divided  into  seven  unequal  bays,  all  of  which 
contain  segmental ly  arched  openings. 


SIGNIFICANCE: 

Built  for  the  Boston  Wharf  Company  in  1904  and  designed  by  Morton  D. 
Safford,  the  firm's  staff  architect  from  about  1893  to  1917,  the  building 
has  been  part  of  the  Company's  extensive  property  from  its  construction  to 
the  present.  Although  the  original  building  permit  states  that  the  building 
was  to  be  used  for  iron  storage,  the  earliest  atlases  indicate  it  was  used 
as  an  oil  warehouse;  it  continued  to  function  as  a  storehouse  for  oil  until 
at  least  1935. 
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BOSTON  LANDMARKS  COMMISSION 


DESCRIPTION: 

38-40  Stil lings  Street  is  a  six-storey  warehouse  building  which  stands  at 
the  north  end  of  a  row  of  similar  buildings  and  occupies  the  entirety  of  its 
rectangular  lot.  Constructed  of  red  brick  trimmed  with  sandstone  sills,  the 
building  rises  to  a  flat  roof.  At  the  facade  (east  elevation) ,  the  first 
storey  consists  of  a  wide  loading  bay  and  the  main  entrance  to  the  building. 
A  moulded  sandstone  cornice  extends  across  the  facade  at  the  head  of  the 
first  storey.  Above  the  first  storey,  the  building  is  divided  into  three 
primary  bays  by  brick  piers  which  rise  to  stylized  capitals.  Each  bay 
contains  two  windows  per  storey  \fttiich  share  a  common  sill.  Above  the  sixth 
storey  a  sandstone  cornice  with  a  corbelled  brick  frieze  extends  across  the 
building. 


SIGNIFICANCE: 

Built  for  the  Boston  Wharf  Company  in  1913  and  designed  by  Morton  D. 
Safford,  the  firm's  staff  architect  from  about  1893  to  1917,  the  building 
has  been  part  of  the  Company's  extensive  property  from  its  construction  to 
the  present.  The  building  was  constructed  for  use  as  a  warehouse  and  was 
used  for  the  storage  of  wholesale  groceries  until  at  least  1934.  38-40 
Stillings  Street  is  typical,  in  size,  design,  and  use  of  materials,  of  the 
Boston  Wharf  Company's  buildings  on  the  secondary  street  in  the  Fort  Point 
Channel  area. 
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BOSTON  LANDMARKS  COMMISSION 


DESCRIPTION: 

44  Stillings  Street  is  a  six-storey  merchant ile/ warehouse  building  which  is 
free-standing  at  the  north  end  of  Stillings  Street.  Occupying  the  entirety 
of  its  L-shaped  lot,  the  building  is  constructed  of  red  brick  trimined  with 
sandstone  and  rises  to  a  flat  roof.  At  the  facade  (east  elevation) ,  the 
building's  southern  half  is  recessed  approximately  15  feet  from  the 
easternmost  face  of  the  building.  At  the  first  storey,  the  southernmost  bay 
contains  the  main  entry  \^ich  retains  its  original  glazed  wooden  door  with 
panelled  sidelights  and  transom.  Fenestration  along  the  remainder  of  the 
first  storey  is  asymmetxical  consisting  of  various  loading  docks,  windows, 
and  doorways  which  date  from  several  periods  of  alteration.  Above  the  first 
storey,  fenestration  is  symmetrical,  with  each  bay  possessing  one  paired 
window  per  storey.  Sandstone  belt  courses  extend  acrosss  the  facade  above 
the  first  and  fifth  storeys.  A  corbelled  brick  cornice  exists  at  the  head 
of  the  sixth  storey. 


SIGNIFICANCE: 

44  Stillings  Street  was  built  for  the  Boston  Wharf  Company  in  1915  and 
designed  by  Morton  D.  Safford,  the  firm's  staff  architect  from  about  1893  to 
1917.  Built  by  contractors  J.M.  &  C.J.  Buckley,  the  building  was  intended 
for  merchantile  use  but  used  as  a  grocery  warehouse  at  least  until  1934.  44 
Stillings  Street  is  typical,  in  its  size,  style,  and  material,  of  the  Boston 
Wharf  Company's  buildings  on  the  secondary  streets  of  the  Fort  Point  Channel 
area. 


306TON  LANDMARKS  COMMISSION   Building  Information  Form  Form  No. Area_ 


ADDRESS  253  Summer  Street  COR .  Melrhpr  Sfrp^r 
NAME 


present 

MAP  No.  24N-13E 


original 

SUB  AREA 


DATE            1902                             date   olaaue 

source 

ARCHITECT       Morton  D.    Safford   Building   Permit 

source 

BUILDER 

source 

OWNER          Boston   Wharf    Company 

original                   present 

PHOTOGRAPHS      1-2,    1-3,    1-4 

TYPE  (residential)  single   double   row   2-fam.   3-deck   ten   apt. 
(non-residential)   Manufar.ruring/w?irphnngp 


» 


0.  OF  STORIES  (1st  to  cornice) 

lOOF flat cupola_ 


plus 


dormers 


MATERIALS  (Frame)  clapboards  shingles  stucco  asphalt  asbestos  alum/vinyl 

(Other)  brick  buff  stone concrete  ir(Jn/steel/alum.    terra  cotta 

BRIEF  DESCRIPTION 


EXTERIOR  ALTERATION   minor   moderate   drastic 


CONDITION  good  fair  poor_ 


_LOT  AREA  38,023 


sq.  feet 


NOTEWORTHY  SITE  CHARACTERISTICS 


SIGNIFICANCE  "(cont'd  on  reverse) 


INVENTORY  FORM  CONTINUATION  SHEET  Form  No. Area_ 

BOSTON  LANDMARKS  COMMISSION 


EESCRIPTION: 

253  Sununer  Street  is  a  six-storey  warehouse  building  that  covers  the 
entirety  of  its  site  and  possesses  an  unusual  curved  east  wall  that  conforms 
to  the  curve  of  Melcher  Street.  The  building  is  enclosed  by  a  flat  roof. 
Principal  elevations  (north  and  east)  are  faced  with  buff-colored  brick 
trimmed  with  terra  cotta.  The  first  storey  is  divided  into  wide  storefront 
bays  by  granite  piers  that  support  cast-iron  lintels  above  v^ich  a  granite 
belt  course  extends  the  length  of  the  elevation.  Within  bays,  storefronts 
consist  of  single  plate  glass  windows  and  multi-light  transoms  set  in  wooden 
surrounds.  Fenestration  at  upper  storeys  varies  between  single  and  triple 
windows  set  in  masonry  openings.  A  terra  cotta  cornice  exists  at  the  head 
of  the  fifth  storey  and  a  copper  cornice  at  the  head  of  the  sixth.  Rear 
elevations  are  faced  with  common  red  brick  trimmed  with  granite  sills  and 
arched  brick  heads. 


SIGNIFICANCE: 

Built  by  the  Boston  Wharf  Company  in  1902  and  designed  by  Morton  D.  Safford, 
the  firm's  staff  architect  from  about  1893  to  1917,  the  building  has  been  a 
part  of  the  Company's  extensive  property  from  its  construction  to  the 
present.  Until  about  1928  the  building  was  occupied  by  the^  New  England 
Confectionery  Company  (Necco) ,  who  at  the  height  of  operations  was  producing 
over  500  types  of  confections.  By  1928  the  firm  had  outgrown  the  Fort  Point 
Channel  building  and  moved  to  a  much  larger  complex  in  Cambridge.  According 
to  an  insurance  atlas  of  1934,  the  building  at  253  Summer  Street  was  later 
used  as  a  wool  warehouse  and  was  rented  to  commercial  tenants  including  the 
Filing  Equipment  Bureau  and  the  Samuel  Ward  Manufacturing  Company 
(stationers  supplies) .  The  building  at  253  Summer  Steet  is  typical  in  size 
and  scale  of  the  Boston  Wharf  Company's  buildings  in  the  Fort  Point  Channel 
area  but  is  unusual  for  its  curved  east  wall. 


BOSTON  LANDMARKS  COMMISSION   Building  Informatioa  Fonn  Form  No. ^Area 


ADDRESS  259  Summer  Streer   COR .   Melrhpr  Sfr-^p^ 
NAME 


present 
MAP  No.  24N-]-^K 


original 
SUB  AREA 


DATE     1905 


Building  Permit 


source 

ARCHITECT Morton   D.    SaffnrH Run  1  Hi  no    P»^n,-;t- 

source 

BUILDER 

source 

OWNER         Boston   \^^^arf    Company 


original 
PHOTOGRAPHS      1-5 


present 


TYPE  (residential)  single   double   row   2-fain.   3-deck   tea   apt, 
(non-residential)       offices,  storage 


NO.  OF  STORIES  (1st  to  cornice) 

I  

lOOF cupola_ 


plus   roof  signage 


dormers 


MATERIALS  (Frame)  clapboards  shingles  stucco  asphalt  asbestos  alum/vinyl 
(Other)  brick      stone   sandstone  concrete  ir5n/steel/alum. 

BRIEF  DESCRIPTION 


EXTERIOR  ALTERATION   minor   moderate   drastic_ 

CONDITION  good  fair  poor LOT  AREA_ 

NfOTEWORTHY  SITE  CHARACTERISTICS 


8,944 


sq.  feet 


I 


SIGNIFICANCE  "(cont'd  on  reverse) 


INVENTORY  FORM  CONTINUATION  SHEET  Form  No. ^Area_ 


BOSTON  LANDMARKS  COMMISSION 


DESCRIPTION: 

259  Summer  Street  is  an  eight-storey  warehouse  building  that  covers  the 
entirety  of  its  lot  and  has  an  unusual  curved  west  wall  that  follows  the 
curve  of  Melcher  Street.  The  building  stands  at  the  west  end  of  a  rcw  of 
buildings  and  rises  to  a  flat  roof.  All  exposed  elevations  (north,  south 
and  west)  are  construe*- ed  of  red  brick  trimmed  with  sandstone  above  a 
two-storey  rusticated  sandstone  base.  The  first  storey  is  divided  into  wide 
storefront  bays  and  entries  by  wide  rusticated  sandstone  piers  and  topped  by 
heavy  sandstone  voussoir.  Original  metal  window  frames  renain  in  most  first 
storey  windows  at  the  north  elevation.  A  sandstone  belt  course  extends  the 
length  of  the  building  above  the  second  storey.  Fenestration  at  upper 
storeys  consists  of  paired  windows  set  within  masonry  openings  (arched  at 
the  nineth  storey)  separated  by  brick  piers;  most  of  these  retain  original 
2/2  wood  sash.  Above  the  nineth  storey,  an  ornate  pressed  metal  cornice 
extends  across  the  building  (several  sections  missing) . 


SIGNIFICANCE: 

Built  by  the  Boston  Wharf  Company  in  1905  and  designed  by  Morton  D.  Safford, 
the  firm's  staff  architect  from  about  1893  to  1917,  the  building  has  been  a 
part  of  the  Company's  extensive  property  up  to  the  present*  Designed  to 
house  offices  and  storage  facilities,  the  building's  first  storey  was 
originally  used  as  offices  for  the  Boston  Wharf  Company,  while  the  upper 
storeys  contained  storage  space  and  additional  offices.  259  Summer  Street 
is  unusual  among  the  Boston  Wharf  Company  buildings  for  its  curved  west  wall 
and  for  its  rusticated  sandstone  base.  In  addition,  it  is  one  of  the  taller 
buildings  in  the  area,  rising  about  three  storeys  above  the  average 
building. 


BOSTON  LANDMARKS  COMMISSION   Building  Informatioa  Form  Form  No. Area_ 


Street 
ADDRESS   269-273  Summer    ,COR.   Melcher  Street 


NAME 


present 

MAP  No.   24N-I3E 


original 

SUB  AREA 


DATE    1910 


date  plaque 


source 
ARCHITECT    Morton  D.  Safford 


Building  Permit 


source 


BUILDER   American  Bridge  Co.,  JM  &  CJ  Buckley, 
PB  Elkins  Co.      source    BBP 


OWNER   Boston  VJharf  Compan 


original 
PHOTOGRAPHS i  - 1  o 


i^ 


present 


TYPE   (residential)  single   double   row   2-fam.   3-deck   ten   apt, 
(non-residential) warehouse 


0.  OF  STORIES  (1st  to  cornice) 7 


plus 


.iOOF   Flat 


cupola 


dormers 


MATERIALS  (Frame)  clapboards  shingles  stucco  asphalt  asbestos  alum/vinyl 
I         (Other)  brick  buff  stone  sand/granitecoacrete  ir6n/steel/alum. 

BRIEF  DESCRIPTION 


EXTERIOR  ALTERATION   minor   moderate   drastic 


CONDITION  good  fair  poor_ 


LOT  AREA  12,108 


sq.  feet 


NOTEWORTHY  SITE  CHARACTERISTICS 


SIGNIFICANCE  '(cont'd  on  reverse) 


T 


SUMMER 


STOCt  T 


V 


\\           **** 

^^ 

#«5f 

xS::;-^^__^ 

^^^^^^^^x 

^v   zr^^^=^ 

^^^^^^ 

1 

INVENTORY  FORM  CONTINUATION  SHEET  Form  No.       Area 


BOSTON  LANDMARKS  COMMISSION 


DESCRIPTION: 

269  Summer  Street,  a  seven-storey  warehouse  building,  occupies  the  entirety 
of  its  lot  on  the  south  side  of  Summer  Street.  Constructed  of  buff-colored 
brick  trimmed  with  granite  and  sandstone,  the  building  stands  in  the  middle 
of  a  row  of  similar  buildings  and  rises  to  a  flat  roof  framed  by  a  brick 
parapet.  The  facade  (north  elevation)  is  divided  into  nine  bays  and  rises 
from  a  two-storey  rusticated  brick  base  which  rises  to  a  brick  cornice  with 
stylized  consoles;  a  similar  cornice  exists  at  the  head  of  the  seventh 
storey.  First  storey  contains  eight  storefront  windows  divided  by 
rusticated  brick  piers  flanking  a  central  entry.  Each  storefront  bay 
contains  a  two-pane  plate  glass  window  beneath  a  three-paned  transom. 
Fenestration  at  the  upper  storeys  consists  of  tripartite  windows  separated 
by  panelled  brick  piers  which  rise  to  form  segmental  arches  above  the 
seventh  storey.  Upper  storey  window  openings  contain  original  6/2  sash. 
Modern  aluminum  and  glass  doors  have  been  installed  in  the  main  entry.  In 
1937  the  first  storey  offices  were  remodelled  by 


SIGNIFICANCE: 

Built  by  the  Boston  Wharf  Company  in  1910  and  designed  by  Morton  D.  Safford, 
the  firm's  staff  architect  from  about  1893  to  1917,  the  building  has  been  a 
part  of  the  Company's  extensive  property  from  its  construction  to  the 
present.  Three  contractors  were  involved  in  the  construction  of  the 
building,  the  American  Bridge  Company,  J.M.  &  C.J.  Buckley,  and  P.B.  Elkins 
Company.  The  building  was  constructed  as  a  wool  warehouse  and  was  used  as 
such  until  at  least  1935;  by  1937  offices  were  also  housed  within  the 
building.  In  the  1920s  the  building  was  occupiedd  by  Adams  &  Leland,  wool 
commission  merchants.  269  Summer  Street  is  typical  of  Boston  Wharf 
Company's  buildings  in  th  Fort  Point  Channel  area  with  its  symmetrical 
composition,  masonry  piers,  and  flat  features. 


DACT-nvi    TAKmMADVO     frsuxjr 


« I  ff 


ing   Information  Form     Form  No. ^Area 


[address      ^^^    Summer    Street     cOR .       A   Street 
NAME 


present 

original 

MAP  No. 

24N-13E 

SUB  AREA 

)ATE 

1904 

building 

plaque 

source 

\RCHITE 

CT     Morton 

D 

Safford   Buiding 

Permit 

source 

JUILDER 

source 

)WNER 

Boston  Wharf 

Company 

original 

present 

'HOTOGR 

APHS      1- 

LI 

Lire      S^resTuenXTaTj    smgJ 
(non- residential) 


e       row       2-fam.        3-deck       ten       apt. 

i.TaT-pViniigP 


ro.  OF  STORIES  (1st  to  cornice) 


7 


plus 


iOOF 


flat 


cupola 


dormers 


lATERIALS  (Frame)  clapboards  shingles  stucco  asphalt  asbestos  alum/vinyl 
(Other)  brick   buff  stone   granite    concrete  iroa/steel/alum. 

JRIEF  DESCRIPTION 


:XTERIOR  ALTERATION   minor   moderate   drastic 


iONDITION  good  fair  poor_ 


LOT  AREA 


8,459 


sq.  feet 


TOTE WORTHY  SITE  CHARACTERISTICS 


SIGNIFICANCE  '(cont'd  on  reverse) 


INVENTORY  FORM  CONTINUATION  SHEET  Form  No. ^Area 


BOSTON  LANDMARKS  COMMISSION 


DESCRIPTION: 

281  Summer  Street  is  a  seven-storey  warehouse  building  that  covers  the 
entirety  of  its  rectangular  lot.  Built  in  the  middle  of  a  row  of  similar 
buildings,  it  is  constructed  of  buff-colored  brick  trimmed  with  granite  and 
rises  to  a  flat  roof  which  is  defined  by  an  arcaded  brick  cornice.  The 
first  and  second  storeys  are  divided  into  five  bays  (the  main  entry  in  the 
westernmost  bay  and  four  storefront  windows,  one  of  \4iich  has  been  converted 
to  an  entry)  separated  by  rusticated  brick  piers  supporting  a  granite 
entablature.  Fenestration  at  the  upper  storeys  consists  of  paired  windows 
separated  by  brick  piers  which  rise  to  arched  heads  above  the  sixth  storey. 
Within  each  bay,  windows  are  separated  by  decorative  brick  panels.  A 
granite  belt  course  extends  across  the  head  of  the  sixth  storey.  Most  upper 
storey  windows  contain  original  2/2  sash.  Building  permits  indicate  that  in 
1919  and  again  in  1925,  new  window  openings  were  cut  in  the  side  of  the 
building. 


SIGNIFICANCE: 

Built  by  the  Boston  Wharf  Company  in  1904  and  designed  by  Morton  D.  Safford, 
the  firm's  staff  architect  from  about  1893  to  1917,  the  building  has  been 
part  of  the  Boston  Wharf  Company's  extensive  property  from  *Lts  construction 
to  the  present.  The  bulling  was  constructed  as  a  wool  warehouse  and  was 
used  as  such  at  least  into  the  1930s.  The  building  is  a  fine  example  of 
Renaissance  Revival  style  commercial  architecture  and  preserves  major 
elements  of  its  original  design  including  its  rusticated  lower  storeys, 
patterned  brickwork,  and  arcaded  cornice.  The  building  is  narrower  than  the 
typical  building  in  the  Fort  Point  Channel  area  but  possess  typical 
detailing. 


BOSTON  LANDMARKS  COMMISSION   Building  InforraatioQ  Form  Form  No. Area_ 


ADDRESS    285  Summer  StreetCOR . 
NAME  


A    SrrPPf 


present 
MAP  No.       24N-13E 


original 
SUB  AREA 


DATE  L903 


building    plaque 


source 

ARCHITECT    Morton  D.  Safford    Building  Permit 

source 


BUILDER 


source 

OWNER    Boston  Wharf  Company 


original        present 
PHOTOGRAPHS       1-16 


TYPE  (residential)  single   double   row   2-fam.   3-deck   ten   apt. 
(non- residential) warehouse 


^0.  OF  STORIES  (1st  to  cornice) 

iOOF flat cup  0 1  a_ 


plus   elevator  shaft  on  roof 
dormers 


MATERIALS  (Frame)  clapboards  shingles  stucco  asphalt  asbestos  alum/vinyl 
(Other)  brick  ^^^^     stone  granit-P    concrete  irSn/steel/alum. 


BRIEF  DESCRIPTION 


EXTERIOR  ALTERATION   minor   moderate   drastic 


CONDITION  good  fair  poor 


LOT  AREA    10.688 


NOTEWORTHY  SITE  CHARACTERISTICS 


sq.  feet 


SIGNIFICANCE  "(cont'd  on  reverse) 


SUMMER 


INVENTORY  FORM  CONTINUATION  SHEET  Form  No. ^Area 


BOSTON  LANDMARKS  COMMISSION 


DESCRIPTION: 

285  Summer  Street  is  a  five-storey  warehouse  building  which  stands  on  the 
corner  of  A  &  Summer  Streets  and  covers  the  entirety  of  its  rectangular  lot. 
Constructed  of  buff-colored  brick  trimmed  with  granite  sills,  the  building 
rises  to  a  flat  roof  which  is  defined  by  a  corbelled,  arcaded  brick  cornice. 
At  the  facade  (north  elevation) ,  the  first  storey  is  divided  into  fourteen 
bays  by  brick  piers  which  support  a  pressed  metal  cornice.  The  typical 
first  storey  bay  contains  a  pair  of  double-hung  windows  with  a  two-pane 
transom  set  on  panelled  metal  bases,  the  main  entry  is  recessed  within  the 
westernmost  bay.  Fenestration  at  the  upper  storeys  consists  of  paired 
windows  framed  by  granite  sills  supported  on  brick  consoles.  Both  end  bays 
contain  smaller  windows,  indicating  the  location  of  stairwells.  Windows  at 
the  fourth  and  fifth  storeys  are  topped  by  brick  hood  mouldings.  At  the 
first  storey  of  the  facade  (6th  bay  from  east  end) ,  a  modern  loading  dock 
has  replaced  the  original  window. 


SIGNIFICANCE: 

285  Summer  Street  was  built  by  the  Boston  Wharf  Company  in  1903  and  designed 
by  Morton  D.  Safford,  the  firm's  staff  architect.  The  builing  was 
constucted  as  a  warehouse  for  the  storage  of  wool  and  was  used  as  such  at 
least  into  the  1930s.  The  builing  retains  major  elements  of  its  original 
Romanesque  Revival  style  design,  including  its  wide  segmental  arches, 
corbelled  cornice,  and  brick  hood  moulds.  The  building  is  typical  in  size, 
scale,  and  materials  of  the  Boston  Wharf  Company's  warehouses  in  the  Fort 
Point  Channel  area. 


BOSTON  LANDMARKS  COMMISSION   Building  Informatioa  Fonn  Form  No. ^Area_ 


I 


ADDRESS    3^^  Summer  Street  COR.   A  Street 
NAME  


present 

MAP  No. 

DATE      1904 


original 
SUB  AREA 


c\;?tp    plaqiip 


source 

ARCHITECT  Morton  D.  Safford  fprnhflhle) 

source 


BUILDER 


source 
OWNER Boston  Wharf  Company  (probable) 


original 
PHOTOGRAPHS     1-21 


present 


TYPE     (residential)   single       double       row       2-fain.        3-deck       ten       apt, 

(non- residential) mannfarMir-ina/warPhnii<^P 


■Mi 


0.  OF  STORIES  (1st  to  cornice) 


J_ 


plus 


JOOF 


flat 


cupola 


dormers 


MATERIALS  (Frame)  clapboards  shingles  stucco  asphalt  asbestos  alum/vinyl 
(Other)  brick  buff  stone  granite concrete  ir(5n/steel/alum. 

BRIEF  DESCRIPTION 


EXTERIOR  ALTERATION   minor   moderate   drastic 


CONDITION  good  fair  poor 


LOT  AREA    10,301 


sq.  feet 


NOTEWORTHY  SITE  CHARACTERISTICS 


u-«t"f>  SIGNIFICANCE  "(cont'd  on  reverse) 


4 


INVENTORY  FORM  CONTINUATION  SHEET  Form  No. Area 


BOSTON  LANDMARKS  COMMISSION 


DESCRIPTION: 

The  building  at  311  Summer  Street,  a  five-storey  manufacturing/warehouse 
building,  is  located  on  the  southeast  corner  of  A  &  Summer  Streets  and 
occupies  the  entirety  of  its  rectangular  lot.  Constructed  of  buff-colored 
brick  trimmed  with  granite,  the  building  rises  to  a  flat  roof.  At  the 
facade,  the  first  storey  is  divided  into  four  wide  bays  separated  by 
rusticated  brick  piers  supporting  a  metal  entablature.  Each  bay  contains  a 
storefront  window  typically  consisting  of  two  large  plate  glass  windows  with 
multi-paned  transoms  resting  on  metal  bases.  The  building's  main  entry  is 
located  at  the  northwest  corner  of  the  building.  The  second,  third,  and 
fourth  storeys  are  divided  into  four  bays  by  brick  piers  which  rise  to 
stylized  granite  capitals  supporting  a  granite  and  brick  entablature.  Each 
bay  contains  a  four  part  window,  trimmed  with  granite  hoods  and  corbelled 
brick  sills,  at  each  storey.  Segmental ly  arched  window  openings  exist  at 
the  fifth  storey.  Above  the  fifh  storey,  the  cornice  has  been  removed 
(presumably  pressed  metal)  and  corbelled  brickwork  remains. 


SIGNIFICANCE: 

Although  original  building  permits  do  not  exist  for  the  building,  it  is 
likely  that  the  building  was  constructed  for  the  Boston  Wharf  Company  and 
designed  by  their  staff  architect,  Morton  D.  Safford.  The  building  was 
first  occupied  by  the  Dwine 11 -Wright  Company,  importers  and  roasters  of 
coffee  and  tea,  which  was  established  in  1845  by  James  F.  Dwinell  of  New 
Hampshire.  The  building  at  311  Summer  Street  was  used  the  building  for 
their  offices,  factory  and  warehouse.  By  1930  the  company  employed  upwards 
of  250  people  at  their  Summer  Street  location.  The  building  is  typical  in 
size,  scale  and  materials  of  the  Boston  Wharf  Company  buildings  in  the  Fort 
Point  Channel  area. 


BOSTON  LANDMARKS  COMMISSION   Building  Infomatioa  Form  Form  No. Area_ 


P 


ADDRESS    ■:i7i   Summer  Street<:OR .    A  Street. 
NAME  


present 

"AP  No. 7^N-nF 


DATE    1911 


original 
SUB  AREA_ 

BBP 


source 

ARCHITECT    Morton  D.  Safford   Building  Permi r 

source 


BUILDER  JM  ^  r.T  Rnrklpy,   IJnr^oc.^^,- ML. 

source 


OWNER   Boston  Wharf  Cnmp 


any 


original       '  present 
HOTOGRAPHS   1-22.  1-73 


TYPE  (residential)  single   double   row   2-fam.   3-deck   ten   apt. 
(non-residential)   Warehouse 


i> 


.NO.  OF  STORIES  (1st  to  cornice) 


_2. 


plus_ 


lOOF 


Flat 


cupola_ 


dormers 


MATERIALS  (Frame)  clapboards  shingles  stucco  asphalt  asbestos  alum/vinyl 
(Other)  brick  prPQ^^fltone  granite    concrete  irftn/steel/alum. 


BRIEF  DESCRIPTION 


EXTERIOR  ALTERATION   minor   moderate   drastic 
CONDITION  good  fair  poor 


LOT  AREA   11.000 


sq.  feet 


NOTEWORTHY  SITE  CHARACTERISTICS 


SIGNIFICANCE  "(cont'd  on  reverse) 


INVENTORY  FORM  CONTINUATION  SHEET  Form  No. Area 


BOSTON  LANDMARKS  COMMISSION 


DESCRIPTION: 

The  building  at  321  Suininer  Street,  constructed  in  the  middle  of  a  row  of 
similar  buildings,  stands  on  the  south  side  of  Summer  Street  and  covers  the 
entirety  of  its  lot.  Rectangular  in  plan,  the  building  is  constructed  of 
red  brick  trimmed  with  granite  and  rises  eight  storeys  to  a  flat  roof.  The 
facade  (north  elevation)  is  faced  with  pressed  brick  and  is  divided  into  six 
bays  by  wide  brick  piers.  The  westernmost  bay  contains  the  main  entry, 
V(*iile  other  bays  have  been  converted  to  loading  docks;  the  original 
configuration  remains  in  only  one  bay  (2nd  fom  west  end)  and  consists  of  a 
tripartite  window  (each  leaf  containing  a  6/2  sash)  trimmed  with  a  granite 
sill  and  lintel.  Windows  at  the  second  storey  are  also  tripartite  (trimmed 
with  granite  voussoir) ,  while  those  of  the  upper  storeys  are  divided  into 
four  parts  and  are  trimmed  with  simple  granite  sills  and  lintels.  A 
stylized  brick  and  granite  cornice  exists  at  the  head  of  the  eighth  storey. 


SIGNIFICANCE: 

The  building  at  321  Summer  Street  was  constructed  in  1911  for  the  Boston 
Wharf  Company.  Designed  for  use  as  a  leather  warehouse  by  Morton  D. 
Safford,  the  firm's  staff  architect  from  about  1893  to  1917,  the  building 
was  erected  by  builders  J.M.  &  C.J.  Buckley  of  Worcester.  *  The  first 
occupants  were  the  Howes  Brothers  Company  (tanners) ;  later  Oak,  Union  & 
Hemlock  (sole  leather)  also  operated  there.  321  Summer  Street  is  one  of  the 
taller  buildings  in  the  Fort  Point  Channel  area,  rising  about  three  storeys 
higher  than  the  average  building. 


'boston  landmarks  commission   Building  Informatioa  Fonn  Form  No. Area_ 


<  ADDRESS    327  Summer  Street  (,Qj^_   A  Street 


NAME 


MAP  No, 

DATE 


present 

23N-13E 


original 
SUB  AREA 


1907-1911 


building  plaques 


west  1911-  east  1907   source 

ARCHITECT  Morton  P.  Safford  Cprnh^ghlg^) 

source 


BUILDER 


source 


OWNER   Boston  Wharf  Company  rprnhahlo) 
original        present 


PHOTOGRAPHS 


1-24 


TYPE  (residential)  single   double   row   2-fam.   3-deck   ten   apt. 
(non- residential) manufacturing/warehouse 


)' 


NO.  OF  STORIES  (1st  to  cornice) 


plus 


iOOF 


flat 


cupola 


dormers 


MATERIALS  (Frame)  clapboards  shingles  stucco  asphalt  asbestos  alum/vinyl 
(Other)  brick  ^uff  stone  „..„,, ^/_„^ concrete  irfin/steel/alum. 


BRIEF  DESCRIPTION 


I 


EXTERIOR  ALTERATION   minor   moderate   drastic 


CONDITION  good  fair  poor_ 


_LOT  AREA    (S.sA? 


sq.  feet 


NOTEWORTHY  SITE  CHARACTERISTICS 


uM«E».  <r.  SIGNIFICANCE  "(cont'd  on  reverse) 


INVENTORY  FORM  CONTINUATION  SHEET  Form  No. ^Area_ 

BOSTON  LANDMARKS  COMMISSION 


DESCRIPTION: 

327  Surraner  Street  is  a  five-storey  manufacturing/warehouse  building  which 
occupies  the  entirety  of  its  rectangular  lot.  Constructed  off  buff-colored 
brick  trimmed  with  granite  and  sandstone,  tlie  building  rises  to  a  flat  roof. 
The  building  is  divided  into  sixteen  bays  and  was  constructed  in  two  stages: 
the  eastern  half  in  1907  and  the  western  half  in  1911;  both  are  identical  in 
detailing  and  material.  At  the  facade  (north  elevation)  the  first  storey  is 
divided  into  eight  storefront  bays  by  rusticated  brick  piers.  Original 
storefronts,  several  of  which  remain,  consist  of  a  two-paned  plate  glass 
window  with  a  three-paned  transom  set  on  a  panelled  base.  A  granite  cornice 
extends  across  the  head  of  the  first  storey.  Fenestration  at  the  upper 
storeys  consists  of  paired  windows  set  in  masonry  openings  with  sandstone 
sills  and  lintels;  most  windows  retain  original  2/2  wood  sash.  Sandstone 
belt  courses  exists  the  head  of  the  fourth  storey  and  a  corbelled  brick 
cornice  at  the  head  of  the  fifth.  The  side  (east)  and  rear  elevations  are 
faced  with  red  brick  and  possess  segentally  arched  window  openings  and 
corbelled  brick  cornices  above  the  fifth  storey. 


SIGNIFICANCE: 

Although  original  building  permits  do  not  exist  for  327  Summer  Street,  it  is 
likely  that  the  building  was  built  for  the  Boston  Wharf  Company  following 
designs  of  their  staff  architect,  Morton  D.  Safford.  Constructed  in  two  • 
sections,  1907  and  1911,  the  building  is  said  to  have  been  built  for 
occupancy  by  Joseph  Mddleby,  Jr.  Inc.,  manufacturer  of  baker's  supplies;  it 
was  know  as  the  Daylight  Factory.  Founded  in  1870,  the  business  started  by 
producing  raspberry  jam  to  be  sold  to  bakers;  the  company  later  became  one 
of  the  first  to  make  pie  fillings  for  bakers.  By  the  1930s,  the  company 
also  manufactured  mincemeats,  flavoring  extracts,  jams,  jellies, 
marshmallows  and  11  kinds  of  fruit  specialties.  The  building  is  unusual 
among  the  Boston  Wharf  Company  buildings  in  the  Fort  Point  Channel  area  for 
its  two-stage  construction  resulting  in  a  very  wide  facade. 


(noQ- residential) 


ing  luformatioa  Fonn  Form  No. ^Area_ 


ADDRESS     250  Summer  Stred^R •    Fnrr  Pn-inh  Channp.l 
NAME  


present 

No.    24N-14E 


original 
SUB  AREA 


DATE    1899 


1934  Atlas 


source 

ARCHITECT    Morfnn  n.  S;^fforH  Cproh^^hlP^ 

source 


BUILDER 


source 


OWNER   Boston  l^fharf  Company  (probable) 
original         present 

PHOTOGRAPHS     1-6 


row   2-fam.    3-deck   ten   apt. 


warehouse 


)' 


NO.  OF  STORIES  (1st  to  cornice) 


plus 


lOOF      flat 


cupola 


dormers 


MATERIALS  (Frame)  clapboards  shingles  stucco  asphalt  asbestos  alum/vinyl 
(Other)  brick  ^uff  stone^^aii^j^iiQ_^^_concrete  irfin/steel/aluin. 

granite 
BRIEF  DESCRIPTION 


EXTERIOR  ALTERATION   minor   moderate   drastic_ 
CONDITION  good  fair  poor LOT  AREA_ 


f^.t^R-^ 


sq.  feet 


NOTEWORTHY  SITE  CHARACTERISTICS 


SIGNIFICANCE  "(cont'd  on  reverse) 


S  IBCC' 


INVENTORY  FORM  CONTINUATION  SHEET  Form  No. Area_ 

BOSTON  LANDMARKS  COMMISSION 


DESCRIPTION: 

250  Suinmer  Street  is  one  of  a  row  of  three  identical  buildings,  v\^ich 
occupies  the  entirety  of  its  lot.  F'ising  eight  storeys  to  a  flat  roof,  the 
building  is  faced  with  buff-colored  brick  at  the  facade  and  red  brick  at  its 
west  and  rear  elevations.  The  first  and  second  storeys  have  been 
substantially  altered  with  the  addition  of  aluminum- framed  windows  divided 
by  stucco-covered  piers  set  on  granite  plinths;  an  aluminum  cornice  extends 
across  the  facade  above  the  second  storey.  The  upper  storeys  are  divided 
into  five  bays  which  each  contain  two  windows  per  storey,  except  the 
westernmost  bay  which  contains  one  window  per  storey.  Window  openings  are 
timmed  with  sandstone  and  radiating  brick  heads  with  keystones;  original 
sash  have  been  replaced  by  aluminum  sash.  Round  arched  windows  exist  at  the 
sixth  and  seventh  storeys,  with  three  large  central  arches  existing  at  the 
seventh  storey;  those  at  the  eighth  storey  are  segmental ly  arched.  A 
pressed  metal  cornice  extends  across  the  head  of  the  eighth  storey.  A 
contemporary  storefront  has  been  added  to  the  west  elevation.  Windows  at 
the  rear  elevation  are  contained  within  segmental ly  arched  openings. 


SIGNIFICANCE: 

Although  the  original  building  permit  for  250  Summer  Street  does  not  exist, 
it  is  likely  that  it  was  built  by  the  Boston  Wharf  Company  and  designed  by 
their  staff  architect  Morton  D.  Safford.  The  building,  along  with  the  two 
identical  neighboring  buildings,  was  constructed  as  a  wool  warehouse  in  1899 
and  used  as  such  until  at  least  1935.  The  building  is  unusual  among  the 
Boston  Wharf  Company  buildings  in  that  it  was  built  as  part  of  an  identical 
row. 


BOSTON  LANDMARKS  COMMISSION   Building  Infonnatioa  Form  Form  No. ^Area_ 


ADDRESS_ 
NAME 


256  Summer  StreetCOR.   Fort  Point  Channel 


MAP  No. 
DATE    1899 


present 

24N-14E 


original 
SUB  AREA 


1934  Atlas 


source 

ARCHITECT  Morton  D.  Safford  (probable^ 

source 


BUILDER 


source 


OWNER 


Boston  Wharf  Company  (probable) 


original 
PHOTOGRAPHS     1-6 


present 


TYPE  (residential)  single   double   row   2-fam.   3-deck   ten   apt. 
(non-residential)      warehouse 


^ 


,N0.  OF  STORIES  (1st  to  cornice) 

IGOF flat cupola_ 


plus 


dormers 


MATERIALS  (Frame)  clapboards  shingles  stucco  asphalt  asbestos  alum/vinyl 
(Other)  brick      stone  sandstone  &  concrete  ir6n/steel/alum. 

(buff  colored)   granite 
BRIEF  DESCRIPTION 


EXTERIOR  ALTERATION   minor   moderate   drastic_ 
CONDITION  good  fair  poor LOT  AREA_ 


6.199 


sq.  feet 


NOTEWORTHY  SITE  CHARACTERISTICS 


SIGNIFICANCE  '(cont'd  on  reverse) 


)M 


SUMMER 


INVENTORY  FORM  CONTINUATION  SHEET  Form  No. Area_ 

BOSTON  LANDMARKS  COMMISSION 


DESCRIPTION: 

256  Suinmer  Street  is  one  of  a  row  of  three  identical  buildings,  v^ich 
occupies  the  entirety  of  its  lot.  Rising  eight  storeys  to  a  flat  roof, 
the  building  is  faced  with  buff-colored  brick  at  the  facade  and  red  brick  at 
its  west  and  rear  elevations.  The  first  and  second  storeys  have  been 
substantially  altered  with  the  addition  of  aluminum- framed  windows  divided 
by  stucco-covered  piers  set  on  granite  plinths;  an  aluminum  cornice  extends 
across  the  facade  above  the  second  storey.  The  upper  storeys  are  divided 
into  five  bays  which  each  contain  two  windows  per  storey,  except  the 
westernmost  bay  which  contains  one  window  per  storey.  Window  openings  are 
timmed  with  sandstone  and  radiating  brick  heads  with  keystones;  original 
sash  have  been  replaced  by  aluminum  sash.  Round  arched  windows  exist  at  the 
sixth  and  seventh  storeys,  with  three  large  central  arches  existing  at  the 
seventh  storey;  those  at  the  eighth  storey  are  segmental ly  arched.  A 
pressed  metal  cornice  extends  across  the  head  of  the  eighth  storey. 


SIGNIFICANCE: 

Although  the  original  building  permit  for  256  Summer  Street  does  not  exist, 
it  is  likely  that  it  was  built  for  the  Boston  Wharf  Company  by  their  staff 
architect  Morton  D.  Safford.  The  building,  along  with  the  two  identical 
neighboring  buildings,  was  built  as  a  wool  warehouse  in  1899  and  was  used  as 
such  until  at  least  1935.  The  building  is  unusual  among  the  Boston  Wharf 
Company  buildings  in  that  it  was  built  as  part  of  an  identical  row. 


BOSTON  LANDMARKS  COMMISSION   Building  Information  Form  Form  No. ^Area_ 


ADDRESS_ 
NAME 


262  Summer  StreetCOR. 


Fort  Point  channel 


present 

MAP  No.  24N-14E 


original 
SUB  AREA 


DATE    1899 

1934  Atlas 

source 

ARCHITECT   p 

robably 

Morton 

D.  Safford 

source 

BUILDER 

source 

OWNER  p^^h. 

h  1  -^r  Rnc  t-  r\r^ 

I'fhar*^  '^^ 

original 

present 

PHOTOGRAPHS 

l^A 

TYPE  (residential)  single   double   row   2-fam.   3-deck   ten   apt, 
(non- residential) warehouse 


NO.  OF  STORIES  (1st  to  cornice) 


plus 


lOOF 


flat 


cupola 


dormers 


MATERIALS  (Frame)  clapboards  shingles  stucco  asphalt  asbestos  alum/vinyl 
(Other)  brick  ^uff  stone  sanHstnnP  concrete  iron/steel/alum. 

&  granite 
BRIEF  DESCRIPTION 


EXTERIOR  ALTERATION   minor   moderate   drastic_ 

CONDITION  good  fair  poor LOT  AREA_ 

NOTEWORTHY  SITE  CHARACTERISTICS 


6.19^ 


sq.  feet 


SIGNIFICANCE  '(cont'd  on  reverse) 


T 


INVENTORY  FORM  CONTINUATION  SHEET  Form  No. Area 

BOSTON  LANDMARKS  COMMISSION 


» 


DESCRIPTION: 

262  Suinmer  Street  is  one  of  a  row  of  three  identical  buildings,  which 
occupies  the  entirety  of  its  lot.  Rising  eight  storeys  to  a  flat  roof, 
the  building  is  faced  with  buff-colored  brick  at  the  facade  and  red  brick  at 
its  west  and  rear  elevations.  The  first  and  second  storeys  have  been 
substantially  altered  with  the  addition  of  aluminum- framed  windows  divided 
by  stucco-covered  piers  set  on  granite  plinths;  an  aluminum  cornice  extends 
across  the  facade  above  the  second  storey.  The  upper  storeys  are  divided 
into  five  bays  which  each  contain  two  windows  per  storey,  except  the 
westernmost  bay  which  contains  one  window  per  storey.  Window  openings  are 
timmed  with  sandstone  and  radiating  brick  heads  with  keystones;  original 
sash  have  been  replaced  by  aluminum  sash.  Round  arched  windows  exist  at  the 
sixth  and  seventh  storeys,  with  three  large  central  arches  existing  at  the 
seventh  storey;  those  at  the  eighth  storey  are  segmental ly  arched.  A 
pressed  metal  cornice  extends  across  the  head  of  the  eighth  storey. 


SIGNIFICANCE: 

Although  the  original  building  permit  does  not  exist  for  262  Summer  Street 
it  is  likely  that  it  was  constructed  for  the  Boston  Wharf* Company  by  their 
staff  architect  Morton  D.  Safford.  The  building,  along  with  the  two 
identical  neighboring  buildings  was  constructed  as  a  wool  warehouse  in  1899 
and  remained  as  such  until  at  least  1935.  The  building  is  unusual  among  the 
Boston  Wharf  Company  buildings  in  that  it  was  constructed  as  part  of  an 
identical  row. 


BOSTON  LANDMARKS  COMMISSION   Building  Infomatioa  Form  Form  No. Area_ 


ADDRESS_ 
NAME 


268  Summer  Stre^R- 


A  St-rppf 


present 
MAP  No.  24N-13E 


original 
SUB  AREA 


DATE    1898 


1934  date  pl^qgnp 


source 


,  r    ARCHITECT 
■I  Inii.li     BUILDER 


probably  Morton  D.  SaEford 


source 


source 
OWNER       probably   Boston  VTharf   Co. 


original 

PHOTOGRAPHS   1-8 


present 


TYPE  (residential)  single   double   row   2-fam.   3-deck •  ten   apt. 
(.non- residential  J warphnn<^p  /mannf  a^  f  n-r-fng 


NO.  OF  STORIES  (1st  to  cornice) 

lOOF flat c  up  o  1  a 


plus 


dormers 


MATERIALS  (Frame)  clapboards  shingles  stucco  asphalt  asbestos  alum/vinyl 
(Other)  brick  brown  stone  granite    concrete  irfin/steel/alum. 

&  red 
BRIEF  DESCRIPTION 


EXTERIOR  ALTERATION   minor   moderate   drastic 
CONDITION  good  fair  poor 


LOT  AREA 


8r7A? 


sq.  feet 


NOTEWORTHY  SITE  CHARACTERISTICS 


SIGNIFICANCE  "(cont'd  on  reverse) 


T 


SUMMCR 


INVENTORY  FORM  CONTINUATION  SHEET  Form  No.       Area 


BOSTON  LANDMARKS  COMMISSION 


DESCRIPTION: 

268  Summer  Street  is  an  eight  storey  building  which  is  faced  with  red  brick 
trimmed  with  granite  sill,  lintels  &  belt  courses.  Constructed  in  the 
center  of  a  row  of  similar  buildings,  268  Summer  Street  occupies  all  of  its 
rectangular  lot  and  rises  to  a  flat  roof.  The  first  and  second  storeys  are 
divided  into  four  identical  bays  by  brick  piers  with  rock-face  granite 
belting  which  rise  to  granite  capitals  supporting  a  granite  cornice  with  a 
metal  frieze.  Decorative  metal  panels  separate  the  first  and  second 
storeys.  At  the  first  storey,  contemporary  entries  and  storefronts  are 
recessed  from  the  face  of  the  building.  The  upper  storeys  are  divided  into 
eight  bays  (except  the  eighth  storey  which  has  nine  bays) ,  each  of  which 
contains  a  window;  the  central  four  bays  are  recessed  slightly  from  the  face 
of  the  building  and  rise  to  two  large  arched  windows  at  the  seventh  storey. 
Windows  heads  are  trimmed  with  brown  bricks  in  the  form  of  radiating 
voussoir  with  granite  keystones  (3rd  &  4th  storeys),  segmental ly  arched 
hoods  (5th  &  6th  storeys),  and  round  arched  hoods  (7th  &  8th  storeys);  all 
possess  rock-face  granite  sills.  A  pressed  metal  cornice  with  modillions 
extends  across  the  building  above  the  eighth  storey. 


SIO^IFICANCE: 

Although  the  original  building  permit  does  not  exist  for  *268  Summer  Street, 
it  is  likely  that  it  was  constructed  for  the  Boston  Wharf  Company  following 
designs  of  their  staff  architect  Morton  D.  Safford.  The  building,  along 
with  the  identical  neighboring  building  (274  Summer  Street) ,  was  constructed 
as  a  warehouse  in  1898  and  continued  to  be  used  as  such  until  at  least  1934. 
The  building  is  typical  among  the  Fort  Point  Channel  buildings  in  size  and 
scale  but  is  unusual  in  that  it  is  identical  to  its  neighboring  building. 


BOSTON  LANDMARKS  COMMISSION   Building  Infonnation  Form  Fonn  No. ^Area_ 


ADDRESS    274  Summer  SrrPPt  COR . 

NAME  


A  •^t-r-r^pf- 


preseat 
MAP  No.  24N-13E 


original 
SUB  AREA 


DATE    1898 


source 


darp    plaqiiP 


Safford  (probab;Le) 


source 


1  I  ^J  "1  ''li"l  ]1ii:'  ..   BUILDER 


source 


OWNER   Boston  l^/harf  Co. 


original        present 
PHOTOGRAPHS         1-8 


TYPE   (residential)  single   double   row   2-fain.   3-deck   ten   apt. 

(non- residential) warphnii.c;p/niarmf  a^f-ii-rinr. 


f 


0.  OF  STORIES  (1st  to  cornice) 


i 


plus 


lOOF 


flat 


cupola_ 


dormers 


MATERIALS  (Frame)  clapboards  shingles  stucco  asphalt  asbestos  alum/vinyl 
(Other)  brick      stone   granite   concrete  ir6n/steel/alum. 

BRIEF  DESCRIPTION 


EXTERIOR  ALTERATION   minor   moderate   drastic 


CONDITION  good  fair  poor_ 


LOT  AREA 


8,705 


sq.  feet 


NOTEWORTHY  SITE  CHARACTERISTICS 


SIGNIFICANCE  '(cont'd  on  reverse) 


IN 
T 


INVENTORY  FORM  CONTINUATION  SHEET  Form  No. Area_ 

BOSTON  LANDMARKS  COMMISSION 


DESCRIPTION: 

274  Summer  Street  is  an  eight  storey  building  viiich  is  faced  with  red  brick 
trimmed  with  granite  sill,  lintels  &  belt  courses.  Constructed  in  the 
center  of  a  row  of  similar  buildings,  268  Summer  Street  occupies  all  of  its 
rectangular  lot  and  rises  to  a  flat  roof.  The  first  and  second  storeys  are 
divided  into  four  storefront  bays  by  brick  piers  with  rock-face  granite 
belting  which  rise  to  granite  capitals  supporting  a  granite  cornice  with  a 
metal  frieze.  Decorative  metal  panels  separate  the  first  and  second 
storeys.  The  upper  storeys  are  divided  into  eight  bays  (except  the  eighth 
storey  which  has  nine  bays) ,  each  of  which  contains  a  window;  the  central 
four  bays  are  recessed  slightly  from  the  face  of  the  building  and  rise  to 
two  large  arched  windows  at  the  seventh  storey.  Windows  heads  are  trimmed 
with  brown  bricks  in  the  form  of  radiating  voussoir  with  granite  keystones 
(3rd  &  4th  storeys) ,  segmental ly  arched  hoods  (5th  &  6th  storeys) ,  and  round 
arched  hoods  (7th  &  8th  storeys);  all  possess  rock-face  granite  sills.  A 
pressed  metal  cornice  with  modi 1 lions  extends  across  the  building  above  the 
eighth  storey. 


SIOJIFICANCE: 

Although  the  original  building  permit  does  not  exist  fo*r  274  Summer  Street, 
it  is  likely  that  it  was  constructed  for  the  Boston  Wharf  Company  following 
designs  of  their  staff  architect  Morton  D.  Safford.  The  building,  along 
with  the  identical  neighboring  building  (268  Summer  Street) ,  was  constructed 
as  a  warehouse  in  1898  and  was  later  also  used  as  a  curtain  factory  (8th  & 
9th  storeys) .  The  building  is  typical  among  the  Fort  Point  Channel 
buildings  in  size  and  scale  but  is  unusual  in  that  it  is  identical  to  its 
neighboring  building. 


BOSTON  LANDMARKS  COMMISSION   Building  Information  Form  Form  No. Area_ 


ADDRESS  280  Summer  .Sfrppr   COR .   a  .q^T-oo^ 


DATE  1898 

Bui 

Iding  Pprmit 

source 

'  ARCHITECT  Korton  D. 

Saf for 

d 

1 

source 

r   BUILDER 

source 

OWNER  Boston 

Wharf 

Company 

Building 

Permi  t 

^"         ori 

ginal 

present 

PHOTOGRAPHS 

1-13 

TYPE  (residential)  single   double   row   2-fam.   3-deck   ten   apt. 
(non-residential) wpr^hnn^P 


0.  OF  STORIES  (1st  to  cornice) 


plus_ 


?00F 


flat 


cupola_ 


dormers 


MATERIALS  (Frame)  clapboards  shingles  stucco  asphalt  asbestos  alum/vinyl 
(Other)  brickorange  stone  gram' t-P  k       concrete  irfin/steel/alum. 

&  white      limestone 
BRIEF  DESCRIPTION 


EXTERIOR  ALTERATION   minor   moderate   drastic 
CONDITION  good  fair  poor 


LOT  AREA    13,853 


sq.  feet 


NOTEWORTHY  SITE  CHARACTERISTICS 


SIGNIFICANCE  "(cont'd  on  reverse) 


T 


SUMwEfi 


— n 


n 


INVENTORY  FORM  CONTINUATION  SHEET  Form  No.       Area 


) 


BOSTON  LANDMARKS  COMMISSION 


DESCRIPTION: 

280  Summer  Street,  a  seven  storey  warehouse  building  rising  to  a  flat  roof, 
stands  in  the  middle  of  a  row  of  similar  buildings  and  covers  the  entirety 
of  its  irregular  shaped  site.  The  facade  is  constructed  of  buff-colored 
brick  trimmed  with  terra  cotta  &  granite  belt  courses,  limestone  carvings  & 
keystones,  while  the  rear  elevation  is  faced  with  red  brick  trimmed  with 
rock- face  granite  sills  and  segmental  brick  heads.  The  facade  is  diveded 
into  eight  bays  by  brick  piers.  The  first  storey  possesses  a  storefront  in 
each  bay,  most  of  which  are  modem.  Above  each  storefront,  decorative  metal 
panels  exist  beneath  paired  windows  at  the  second  storey.  Above  the  second 
storey,  the  brick  piers  rise  to  form  arches  above  the  sixth  storey;  seventh 
storey  windows  are  round  arched.  A  pressed  metal  cornice  with  modi 1 lions 
extends  across  the  building  above  the  seventh  storey. 


SIGNIFICANCE: 

280  Summer  Street  was  built  by  the  Boston  Wharf  Company  in  1898  and  designed 
by  Morton  D.  Safford,  the  firm's  staff  architect.  Although  the  building  was 
constructed  for  use  as  a  wool  warehouse,  its  first  occupant  was  the  United 
States  Rubber  Company.  The  Rubber  Company  was  incorporated  in  1892  after 
aquiring  control  of  ten  rubber  manufacturing  companies.  'In  1910  the  United 
States  Rubber  Company  made  the  first  pneumatic  truck  tires  and  in  1925  made 
the  first  pneumatic  cord  bus  tires.  In  its  heyday  the  company  was  the 
largest  of  its  kind  in  the  world.  The  building  is  typical  in  size, 
materials,  and  design  of  the  Boston  Wharf  Company's  buildings  in  the  Fort 
Point  Channel  area. 


BOSTON  LANDMARKS  COMMISSION   Building  Information  Fonn  Fonn  No. Area 


ADDRESS292-302  Summer  SrreetJ^OR .   A  c;^^,^^ 
NAME 


present 


N    'MAP  No.  24N-]ln 

> 


original 

SUB  AREA 


DATE 


ISQS 


1934  AM3S 


source 

"^  ^  ARCHITECT ^^^t-n  "-  '^^ffn^H  (probable) 

source 


-  BUILDER 


source 


OWNER  Boston  Wharf  Co.  (probable)  ■ 
'         original        present 


1-  !".'ZT.^i 


PHOTOGRAPHS 


1-14 


TYPE  (residential)  single   double   row   2-fam.   3-'deck   ten   apt. 
(non- residential) warehmigo 


^0.  OF  STORIES  (1st  to  cornice)  7  ffarpHpl  q  (r-^^r-) plus 

iOOF ^^^'- cupo  la do  rme  r  s_ 


MATERIALS  (Frame)  clapboards  shingles  stucco  asphalt  asbestos  alum/vinyl 
(Other)  brick (orangestone  eranite    concrete  irdn/steel/aliun. 

&  brown) 
BRIEF  DESCRIPTION 


EXTERIOR  ALTERATION   minor   moderate   drastic_ 

CONDITION  good  fair  poor ^LOT  AREA_ 

NOTEWORTHY  SITE  CHARACTERISTICS 


i?,nnn 


sq.  feet 


SIGNIFICANCE  "(cont'd  on  reverse) 


h 


Summer 


INVENTORY  FORM  CONTINUATION  SHEET  Form  No. Area 

BOSTON  LANDMARKS  COMMISSION 


DESCRIPTION: 

292-302  Summer  Street,  a  seven  storey  warehouse  building,  stands  at  the  end 
of  a  row  of  similar  buildings  and  covers  the  entirety  of  its 
irregular-sr aped  lot.  Rising  to  a  flat  roof,  the  facade  (south)  and  east 
elevation  are  faced  with  orange-colored  brick  and  trimmed  with  granite  belt 
courses,  sills,  and  arches.  At  the  facade,  the  first  storey  is  divided  into 
wide  storefront  bays  by  brick  piers  that  support  a  granite  egg  &  dart 
cornice.  Several  original  storefronts  remain  intact  and  consist  of  wooden 
framed  display  windows  with  panelled  kneewalls  and  panelled  double  doors 
with  rectangular  lights.  The  two  central  bays  which  contain  the  building's 
main  entries  rise  to  heavy  granite  arches  at  the  second  storey.  At  the 
upper  storeys,  each  bay  contains  two  windows,  most  of  v\^ich  possess  original 
2/2  sash.  Upper  storey  window  openings  are  trimmed  in  a  variety  of  ways 
including  segmental  brick  heads,  rectangular  granite  lintels,  and  projecting 
arched  brick  hoods. 


SIGNIFICA^rcE: 

Altiiough  the  original  building  permit  does  not  exist,  it  is  likly  that  the 
building  was  constructed  for  the  Boston  Wharf  Company  and  designed  by  Morton 
D.  Safford,  the  firm's  staff  architect.  Constructed  in  1898,  the  building 
has  been  part  of  the  Wharf  Company's  extensive  property *up  to  the  present. 
The  building  was  constructed  for  use  as  a  wool  warehouse  and  was  occupied 
for  many  years  by  Francis  Willey  &  Company,  wool  merchants.  The  building  is 
somewhat  more  elaborate  than  most  of  the  Wharf  Company's  buidings  in  the 
Fort  Point  Channel  area;  its  ornate  granite  arches  with  carved  keystones  and 
two  elevations  of  buff -colored  brick  are  examples  of  this. 


BOSTON  LANDMARKS  COMMISSION   Building  Informatioa  Fonn  Form  No. Area_ 


ADDRESS  312-310  Summer  StretflOR .    A  Street 
NAME  


present 
MAP  No.    24N-13E 
DATE 1904 


original 
SUB  AREA 


934  AMa^.  building  plaque 


source 

ARCHITECT     Morton  P.  S^ffnrH 

source 

BUILDER  


source 


OWNER    Boston  I'Jharf  Company  ('probable') 


original 
PHOTOGRAPHS      1-19 


present 


TYPE  (residential)  single   double   row   2-fain.   3-deck   ten   apt. 
(non- residential) warehouse 


f 


0.   OF  STORIES  (1st  to  cornice) 

iOOF flat cupola_ 


plus 


dormers 


MATERIALS  (Frame)  clapboards  shingles  stucco  asphalt  asbestos  alum/vinyl 

(Other)  brick  ,  ..     stone  sandstone   concrete  irfln/steel/alum. 

^      '        burr       


BRIEF  DESCRIPTION 


EXTERIOR  ALTERATION   minor   moderate   drastic 
CONDITION  good  fair  poor 


LOT  AREA   9.061 


sq.  feet 


NOTEWORTHY  SITE  CHARACTERISTICS 


N 
T 


SIGNIFICANCE  '(cont'd  on  reverse) 


^ 


INVENTORY  FORM  CONTINUATION  SHEET  Form  No. Area 


"^ 


BOSTON  LANDMARKS  COMMISSION 


DESCRIPTION: 

312  Summer  Street  is  a  five-storey  (at  the  facade)  warehouse  building  v^ich 
stands  on  the  corner  of  Summer  &  A  Streets  and  covers  the  entirety  of  its 
rectangular  lot.  Faced  with  buff-colored  brick  trimmed  with  sandstone 
sills,  the  buildingrises  to  a  flat  roof  which  is  defined  by  a  corbelled 
brick  cornice.  At  the  facade  (south  elevation)  the  first  storey  is  divided 
into  nine  bays  by  brick  piers  v^ich  support  a  sandstone  cornice  and  continue 
to  the  upper  storeys.  Several  of  the  first  storey  bays  retain  their 
original  storefront  windows  which  consist  of  wooden  frame  1/1  sash  with 
rectangular  transoms  set  on  brick  bases.  All  original  doors  have  been 
replaced.  Fenestration  at  the  upper  storeys  consists  of  paired  windows  in 
each  bay  triimied  with  sandstone  sills  resting  on  brick  dentils  and 
projecting  brick  hood. 


SIGNIFICANCE: 

Built  by  the  Boston  Wharf  Company  in  1904,  the  building  was  probably 
designed  by  Morton  D.  Safford,  the  firm's  architect.  According  to  an 
insurance  atlas  of  1934  the  building  was  constructed  as  a  wool  warehouse  and 
was  used  as  such  until  at  least  1935.  The  building  is  typical  among  the 
Boston  Wharf  Company  buildings  in  its  size,  us  of  materials,  and  style  and 
is  particularly  interesting  as  a  corner  building  possessing  identical 
detailing  on  its  facade  and  west  elevation. 


BOSTON  LANDMARKS  COMMISSION   Building  InformatioQ  Fonn  Form  No. Area_ 


ADDRESS  322-330  Summer  StreegOR . 
NAME 


A  Strepf 


present 

MAP  No.    24N-13E 
DATE 


original 

SUB  AREA 


1910 


date  plaque 


source 


ARCHITECT   Morton  D.  Safford   Building  Permit 

source 


1  BUILDER 


source 

OWNER    Boston  Wharf  Company -Building  Permit 


original 
PHOTOGRAPHS     1-20 


present 


TYPE  (residential)  single   double   row   2-fam.   3-deck   ten   apt. 

(non- residential) warehnnsp  (mercantile') 


NO.   OF  STORIES    (1st  to  cornice) 

iOOF flat cupola 


plus   brick  mechaniral    pen|-hniise 

dormers 


MATERIALS  (Frame)  clapboards  shingles  stucco  asphalt  asbestos  alum/vinyl 
(Other) 

BRIEF  DESCRIPTION 


(Other)  brick  ,,       stone  sandstone  &  concrete  irfin/steel/alum. 

^      ■*       yellow      : 

granite 


EXTERIOR  ALTERATION   minor   moderate   drastic 


CONDITION  good  fair  poor 


LOT  AREA    9,359 


NOTEWORTHY  SITE  CHARACTERISTICS 


sq.    feet 


SIGNIFICANCE   '(cont'd  on  reverse) 
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•r^s>,- 


"  -I  '4: 


INVENTORY  FORM  CONTINUATION  SHEET  Form  No. Area_ 


BOSTON  LANDMARKS  COMMISSION 


DESCRIPTION: 

322-330  Suimier  Street  is  a  six-storey  warehouse  building  that  covers  the 
entirety  of  its  site  and  was  originally  located  in  the  middle  of  a  row  of 
similar  buildings;  the   building  to  its  east  has  been  demolised  and  the  party 
wall  is  now  exposed.  The  building  is  constructed  of  brick  (buff-colored  at 
the  facade)  trimmed  with  sandstone  &  granite  and  rises  to  a  flat  roof.  At 
the  facade,  the  first  storey  is  divided  into  eleven  bays,  containing  the 
building's  main  entry  (containing  a  modern  door)  and  ten  storefront  windows 
(one  of  vvdiich  has  been  converted  to  a  loading  dock  (1964)  .  Each  original 
storefront  consist  of  a  single  plate  glass  window  with  a  two-paned  transom 
set  on  a  brick  base;  the  brickwork  dates  from  1964  when  wood  panels  beneath 
the  windows  were  replaced.  Fenestration  at  the  upper  storeys  varies  between 
single  and  double  windows  set  in  masonry  openings.  A  sandstone  cornice 
exists  above  the  fifth  storey  and  a  corbelled  brick  cornice  extends  above 
the  sixth  storey.  The  rear  elevation  is  faced  with  red  brick  trimmed  with 
sandstone  sills  and  arched  brick  heads. 


SIQ'JIFICANCE: 

Built  by  the  Boston  Wharf  Company  in  1910  and  designed  by  Morton  d.  Safford, 
the  firm's  staff  architect  from  about  1893  to  1917,  the  building  has  been  a 
part' of  the  Company's  extensive  property  from  its  construction  to  the 
present.  According  to  an  insurance  atlas  of  1934,  the  building  was 
constructed  to  house  a  v^olesale  dry  goods  operation.  Foe  a  time  it  was 
occupied  by  F.  A.  Foster  &  Company  and  Puritan  Drapery  Fabrics.  The 
building  is  typical  in  size,  style,  and  materials  of  the  Boston  Wharf 
Conpany's  buildings  in  the  Fort  Point  Channel  area. 
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